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Ever take a ride on a rainbow? 


Here’s a wonderful new color-adventure specially 
planned to bring out the “decorator” in you. 


Your ticket is Suntile’s new Color Palette Folder, 
shown above. 


The minute you open this idea-full color guide, youll 
begin to imagine bright, new pictures of the kitchen, 
bath and utility rooms you are planning. " 


With a rainbow’s range of new Color-Balanced Suntile 
combinations to choose from, it’s easy to suit your 
tastes exactly—and with never a worry about colors . 
fading, or surfaces chipping or marring under normal 
use. No need for scrubbing, polishing, painting or 
redecorating this tile. It stays clean and color-bright 
with the stroke of a damp cloth. 


This is the beauty, and economy, of real clay Suntile 
(expertly installed by an Authorized Suntile Dealer). 


You may find your Suntile Dealer’s name in the tele- 
phone directory. You can get your copy of the new, 
file-size Suntile Color Palette Folder without ci 
by writing us today, Dept. AF-2, The Cambridge Tile 
Manufacturing Company, Cincinnati 15, Ohio. 


-  SUNTILE OFFERS YOU BOTH— 
BETTER TILE...BETTER INSTALLATION 
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GIFT SHOP 


The Morris store in San Francisco by Frank Lloyd Wright does 
away with the open front, introduces a ramped floor and a plastic 
ceiling to help merchandise crystal and silver. 


CITY DEPARTMENT STORE 


Macy’s Kansas City, with its new ideas in store lighting, 
customer circulation and ceiling flexibility, results from the col- 
laboration of four of the nation’s top-flight store designers. 


SUBURBAN DEPARTMENT STORE 


Halle Brothers moves a modern, flexibly planned store by 
Architect Robert A. Little into a tradition-bound suburb of 
Cleveland. 


STORE-ON-STILTS 


Architects Ketchum, Gina & Sharp invent a new form for subur- 
ban department store—with parking on the ground floor. 


HOUSES 


A group of houses in San Antonio’s medium price class by 
Architect-Builder Milton Ryan create a contemporary neigh- 
borhood . .. In a Danish house, closely integrated with Its 
gardens, Architect Eric Stengade uses built-in furniture to 
make the most of small rooms... Merchant Builder Art Hains- 
worth of Seattle uses truss construction to raise the ceiling and 
lower the costs of his $8,000 houses. 


HOSPITAL DESIGN 


A discussion of how changes in medical practice have obsoleted 
prewar hospital design and how they will affect tomorrow’s 
planning. 


HOSPITAL 


University of Illinois Staff Hospital in Chicago by Pace Associ- 
ates saves money through modular design and simple construc- 
tion, spends it on individual toilets, insulating glass, a new 
kind of air conditioning. 


BUILDING REPORTER 


A quick look at the most interesting aspects of several new 
buildings—most of them on the West Coast. 


TECHNICAL DEPARTMENT 


Explosion-proof hospital operating rooms—new ideas for elimi- 
nating a little publicized hazard... a new line of custom-built 
display fixtures whose flexibility gives the store designer a 
freer hand... a new technique for applying marble veneer—by 
means of an adhesive. 
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Cover: Gift Shop by Frank Lloyd Wright. Photo: Maynard Parker. 
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Like a giant Erector set, completely 
adjustable Unistrut simplifies the most 
difficult problems of supporting heavy 
cable and conduit used in distribution 
systems—permits fast, on-the-job 
framing assembly where all adjust- 
ments are easily made by just loosen- 
ing a bolt, and supporting members 
added as work progresses. No drilling, 
no welding, no special tools or equip- 
ment—saves time, cuts costs. A trial of 
Unistrut on your next job will show you 
how much quicker, better and more 
economically the work can be done. 


Notice Unistrut’s trim steel framework. Note too the Unistrut porcelain and maple 
clamps that hold the heavy cable and conduit firmly in place. 


* THIS IS UNISTRUT! 


Unistrut is metal channel with a continu- 
ous slot. You simply insert the Unistrut 
spring nut into the channel at approxi- 
mate point where attachment of another 


framing member is desired, slide to exact 
location and bolt to Unistrut fitting. Uni- 
strut includes concrete inserts, pipe and 
cable clamps, roller pipe supports, 
brackets, and many other standard parts 
which in combination provide the world’s 
most flexible system of support or 


; A : : suspension. 
An unusual bracing arrangement utilizes us B. < : 5 i 2 . 
standard Unistrut channel and fittings in at- e : ‘ Unistrut is trim framework — provides 


taching the cable-supporting Unistrut frame- : : TA Se RS = great strength without bulk. It’s easy to 
work.to wall. Ad de oy work with, lasts indefinitely, and the 
djl . finished structure assures neat and orderly 
Rows of heavy armored cable are quickly in- : ‘ Ne appearance. With it you can build practi- 
stalled and easily supported with completely : - =; 
adjustable Unistrut channel and porcelain cally everything —all types of framing, 
cabiomignee mounts, shelving, racks, tables and 
benches, cable, conduit, pipe and tubing 
: ok hangers and supports, fluorescent fixture 
plore end int Free Sample of Unistrut : ei supports and many other structures with 
an ese catalogs: 3 % 
Cat. 500: Construction Uses of Unistrut only a hacksaw and a wrench. 
—supports, frames, mounts, etc: 


Cat. 600: Materials Handling Uses of 
Unistrut — racks, bins, etc. 


nicer cs a |) THE 3 QUICK UNISTRUT STEPS 
UNISTRUT PRODUCTS CO. oe a el ea 


1013 W. Washington Blvd., Chicago 7, Ill,, Dept. F-2 
U.S. Patent Numbers 


Please send free sample of Unistrut and catalogs checked 2327587 2380379 
below without obligation. 2363382 2345650 


2329815 2405631 : 
tal 
Catalog 500 [7] Catsleg 600 O Other patents pending 1. Insert nut into 2. Locate fitting 3. A turn of the 


channel and nut wrench—it's 
done 


Prompt delivery from Warehouse 
Stocks in Principal Cities. Consult 
your Classified Directory. 


sit ea cs ee,” «UNISTRUT PRODUCTS COMPANY 


City Zone State AUL-P Be Metal Framing 1013 W. Washington Blvd. 


hep aa ye fre epee PRE Oe a Chicago 7, Illinois 
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BUILDING RE-ENTERS THE POLITICAL ARENA—tast month proved that what 


some men say may be more important than what others do 


An “expert” on the building industry scoffed last fall when asked if co-op housing legis- 
lation might loom large in’1950. “It won’t amount to anything,” he grunted. Today the 
administration’s Cooperative Housing Amendment is a 50-50 bet to become law. Its promi- 
nence on Capitol hill was surely foreshadowed last October in St. Paul, when the AFL, 
in National Convention, passed a resolution favoring federally-financed co-ops. Were the 
words of other politically-potent people equally indicative of building’s future? Last month 


builders listened carefully and wondered: 


President Truman (State of the Union Mes- 
sage): “In a country such as ours. . 
decent homes should be within the reach 
of all. . . We have laid the groundwork 
for relieving the plight of lower income 
families. To aid the middle income fami- 
lies, I recommend . . . new legislation . 

to help cooperatives and. other nonprofit 
groups building housing which these fami- 
lies can afford.” 

In Boston the Housing Authority issued 
eviction notices to 900 “over-income” fami- 
lies living in a public housing project. 

“Rent control is still necessary to pre- 
vent hardship . . . I recommend, therefore, 
that rent control be continued for another 
year.” 

Rent control, ruled Federal Judge 
W. Calvin Chestnut in Baltimore, does not 
apply to federal housing projects. Resi- 
dents in Uncle Sam’s Greenbelt, Maryland, 
failed to win an injunction, had their rents 
raised 9 per cent. 


President Truman (Economic Report to 
Congress): “Reduction of housing costs, 
through technical progress, better organiza- 
tion and improved financing is imperative. 
Aside from public, subsidized housing, 
further methods must be found to enlarge 
the flow of private capital into hous- 
WSU 

Graduated income taxes were taking as 
much as 82 per cent of the income of big 
earners . . . the traditional source of risk 
capital. The average income after taxes 
of all persons earning more than $25,000 
in 1928 was $68,239. But in 1948, even 
with more people earning more than 
$25,000, their average income after taxes 
was only $27,623. And the insurance com- 
panies, big sources of private capital, are 
deterred by fears of anti-trust prosecution 
from creating a secondary mortgage market 
on the scale of the Federal National Mort- 
gage Association. 


President Truman (Budget Message): “I 
am recommending (for FNMA) an addi. 
tional $500 million in public debt author- 
izations in fiscal year 1950 and $250 mil- 


lion in 1951 . . . The RFC also has spe- 
OS cial authority to lend 
up to $50 million to 
producers of prefabri- 
cated housing and large- 
scale builders using 
advanced construction 
methods. I recommend 
Acme —_ an additional $25 mil- 

lion for these and related purposes.” 


Government-financed Lustron was a flop 
to the tune of $37.5 million. Privately- 
financed National Homes, started by two 
veterans with $12,500 of borrowed capital, 
was booming along at a profit, and provid- 
ing homes in the middle income price 
range. 


Leon Keyserling (economist of the left and 
Acting Chairman of the President’s Coun- 
cil of Economic Advisers): “The housing 
shortage is still acute 
. .. Housing has failed 
to keep pace .. . con- 
struction of new non- 
farm housing in 1949 
showed a much smaller 
increase from the levels 
of the 1920’s than in- 
dustrial production or the purchases of 
automobiles . . . the objective over the 
next few years should be 114 million new 
residential units annually.” 

Wondered builders: how fast could $55 
a-week factory workers buy houses built 
by $72 a-week building labor? And don’t 
automobiles wear out faster than houses? 
Don’t families want a second car when 
they hardly need a second house? 


Black Star 


Senator Paul Douglas (Democrat from IIli- 
nois and economist of the Center) : “I am 
fed up with people in the Executive Depart- 
ment coming up to lay 
the law down to Con- 
gress. Why don’t we 
just let these executive 
people take over and 
pass their own legisla- 
tion?” 

Life The Senator . 


NEWS 


whose budget-balancing formula for the 
federal. government has thus far been 
ignored ... was worried about the cost of 
government: 18 per cent of the national 
income in 1939 but more than 30 per cent 
today, a public debt of more than a quar- 
ter trillion dollars . . . in effect a mortgage 
of $1,740 owed by every man, woman and 
child (or $8,700 for a family of five) in 
the U.S. 


Miles Colean (economist of the Right): 
“The cooperative plan is very subtly 
drawn to give it the appearance of a nor- 
mal banking operation, nevertheless its real 
character is plain. The initial capital is all 
government money .. . the prospect of re- 
payment is extremely remote.” 

Would the beneficiaries of co-op housing 
legislation be content to restrict the benefits 
only to “middle income” families? 


Richard Gray (President of the Building 
and Construction Trades Department, 
AFL) : “We want a realistic, practical pro- 
gram and not one which would deny co- 
operative housing to all the members of a 
union local ... simply because a few 
members have incomes slightly above or 
slightly below the so-called middle income 
level.” 

With the lowest income group neatly 
packaged into public housing projects and 
the middle income families collected into 
cooperatives, would the administration next 
dream up “workable stimuli” by which it 
could collectivize the few well-to-do fami- 
lies that might be left? Some critics 
thought so... 


Rodney Lockwood (President of the Na- 
tional Association of Home Builders) : 
“This collectivist housing plan may 
appear to be only a 
political gesture made 
toward the middle in- 
come group in an elec- 
tion year. If this is a 
political gesture it is a 
very dangerous one be- 
cause it is a substan- 
tial step toward nationalization of hous- 
ing.” 
If Mr. Lockwood was right, the New 
Yorker poet would soon be singing: 
The cooperative husband with cooperative 
spouse 
Can co-op 60 years in a cooperative house 
His taxes part-exempt, his interest 3 per 
cent when due 
Let saps who live alone pay the Internal 
Revenue. 


Reni 


NEW LUSTRON HOUSE is smaller, 


cheaper 


Working desperately to stall off fore- 
closure (see p. 11), Lustron brought 
out a stripped down, lower cost house 
last month. The 713 sq. ft. ‘‘Newport’’ 
(above and right top) is $2,000 cheaper, 
372 sq. ft. smaller than the old de-luxe 
model (right lower). The present 
model will be continued, but Lustron 
expects a sizeable market for the New- 
port, and five other new models it will 
also bring out. Some of the new models 
will have three bedrooms. All of them 
will, like the Newport, eliminate the 
following luxury features of Lustron’s 
present house: built-in vanity and stor- 
age space, ceiling radiant heating (new 
models will have peripheral duct heat- 
Ing system, installed in floor), dining 
pass-through. 
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Boh File 


OUTSIDE 
DIMENSIONS 
23'0° X 31'0° 
713 SQ FT. 


GLASS FRONTS on Kansas liquor 


stores skirt legislative restrictions 


When the Kansas legislature reluc- 
tantly repealed its ancient dry law last 
year, it imposed rigid restrictions on 
liquor store dealers. One of them was 
the outlawing of window displays. The 
restriction produced a growth of open- 
front, glass-encased liquor stores 
throughout the state. The store owned 
by W. H. Hauptmann, in Topeka, 
(left) is typical. Brightly illuminated 
by cold cathode lighting and trans- 
luscent panels, the store skirted an- 
other restriction, which forbids exterior 
advertising, and the entire store be- 
came a display. 


DIRECT LOANS AND CO-OPS will be 


Senate’s big problem 


The temperature in the Senate subcommit- 
tee room was just about as hot as it was 
during the interminable months of the hear- 
ings on the Public Housing Bill. And all 
the old familiar faces were there, Repre- 
sentatives of the industry, sharing the weary 
conviction that they had been through al] 
this before, trouped in to combat the argu- 
ments of administration stalwarts that the 
federal government, having sheltered the 
“lowest third” of the nation’s families. 
should now lift its cloak high enough to let 
in the “middle third.” Organized labor. 
whose members fall in the middle income 
group, heatedly supported HHFAdminis- 
trator Raymond Foley’s arguments. Just as 
heatedly, industry spokesman hacked them 
down, Inevitably, tempers clashed. 


When Horace Russell, general counsel of 
the U. S. Savings & Loan League, stated 
that the co-op bill “is not only pure social- 
ism to the extent of $2 billion but the 
scheme is designed and intended to mis- 
lead,” Senator Sparkman challenged the 
statement as “unfair and not correct.” Rus- 
sell hotly protested being called “a liar.” 


Favoritism. At the contention of NAHB 
President Rodney Lockwood that the bill 
would single out one group of citizens for 
favorite treatment, Sparkman snapped: 
“How about the free ride builders got under 
608?” He said evidence presented to the 
committee indicated that apartment build- 
ers were getting as high as 120 per cent 
insured loans. Lockwood denied that build- 
ers had ever obtained such lavish financing. 
But he warned that even 120 per cent loans 
would be nothing to what would be gener- 
ated under the proposed program. 


At least one other committee member. 
however, was impressed with Lockwood’s 
charges of favoritism. Senator Paul Doug- 
las could see little fairness in federal per- 
mission for one group to borrow at 3 or 3.5 
per cent,* while a man just out of the “mid- 
dle income” bracket must pay 414 per cent 
plus 14 per cent service charge. Why? he 
asked Foley. 

If, when the bill comes up on the Senate 
floor (probably this month), other senators 
follow Douglas’ lead and question the wis- 


* The exact rate would not be determined un- 
til after the program was put into operation. It 
would be based on the going Federal interest 
rate plus operating expenses. 


a 
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dom of the government’s setting up a pre- 
ferred class of borrower, co-op’s 50-50 
chance of surviving will be whittled down 
substantially. 


* * * 


The co-op proposal (which is actually an 
amendment to the Sparkman “aid-to-pri- 
vate-enterprise’ bill) is just one form of 
direct lending which the Senators will de- 
bate. Still on the calendar, incorporated 
in the Sparkman bill, is a proposal to grant 
direct government loans at 4 per cent to 
veterans who cannot get VA financing else- 
where. The House defeated a similar pro- 
posal last session. If the Senate passes it, 
the issue will have to be worked out in 
joint Senate-House conference. 

Other proposed amendments would: 


> Permit Section 608 to expire March 31, be 
replaced with a revitalized Section 207 (see 
below). 


> Enable FHA to make an additional charge 
for appraisals, in the event of mortgage 
request cancellation after appraisal] is 
made. (FHA loses about $50 whenever a 
builder uses FHA appraisal, then switches 
to VA financing. ) 


> Make FHA Title I (loans for repair and 


modernization) permanent. 


608 REPLACEMENT will offer only 85 


per cent loans 


Builders participating in FHA’s rental 
housing bonanza got their first peek last 
month at the operating facts of life for the 
future. The hardest hitting fact of all was 
that if there had been any 120 per cent 
loans such as deplored by Sen. Sparkman 
isee above) they would now be a thing of 
the past. 

Many builders had confidently expected 
Section 608 to be replaced with a revital- 
ized Section 207 which would amount to 
the same thing: 90 per cent of “value”. Ad- 
ministrator Foley had backed up that wist- 
ful expectation. But the Section 207 un- 
wrapped by Congress last month indicated 
most mortgages would now average con- 
siderably below that. FHA would insure 
only 90 per cent on the first $7,000 of 
value per dwelling unit. Above that it 
would insure on a 60 per cent ratio up to a 
total mortgage per unit of $8,100. Thus, 
since the average cost is running slightly 
under $8,500 per unit, mortgages under the 
new program would average a little under 
85 per cent. 

There was another gimmick: the bill 
would lower the amount of the maximum 
mortgage to $7,500 per unit if the building 
averaged fewer than 414 rooms per unit, 


thus permitting FHA to call an abrupt halt 
to the great rush of “efficiency” or one- 
bedroom units it has been getting under 


608. 


LUSTRON FORECLOSURE is delayed by 
RFC 


RFC was getting a lot of stage prompting 
in its Lustron soliloquy, “To foreclose or 
not to foreclose.” 

Despite Lustron’s frantic last-ditch at- 
tempts to reorganize on a profit making 
basis (which included the introduction of 
a cheaper, smaller house; see pictures), 
RFC seemed about ready to call quits to its 
$37.5 million venture. It refused the pre- 
fab’s request for another $5 million loan, 
snapped that Lustron’s reorganization plan 
(which would bring in Chicago builder 
Philip Klutznick, and, through him, some 
outside capital) was unsatisfactory, because 
it would leave control right “where it is.” 

Then the Senate Banking Committee 
started talking things over. Chairman Ful- 
bright said he didn’t want to “override the 
judgment of the RFC,” but he was nonethe- 
less reluctant to see the Lustron experiment 
go under. Fulbright had been hoping RFC 
could find a private buyer for its Lustron 
loans. Now he was wondering if maybe 
HHFA wouldn’t be interested in taking over 
Lustron, tying it in with its big research 


NEWS 


program. “I would not be shocked,” said 
Fulbright, “if RFC had to lose $10 or even 
$15 million in disposing of the Lustron ven- 
ture.” (Chances were that in any transfer- 
ral, RFC would lose closer to $30 million.) 


Another interested Senator, Ralph Flan- 
ders of Vermont, was even more hopeful 
of Lustron’s chances and even more reluc- 
tant to see RFC pull out. If Jesse Jones 
were still running things, insisted Flanders, 
“he would probably be enough of a busi- 
ness man to keep Lustron going a little 


longer....” 


Then the National Security Resources 
Board stepped in with a word or two. NSRB 
carried no brief for Lustron, but it was 
acutely interested in seeing to it that the 
U. S. had some kind of mobile, easily- 
erected housing program ready in event of 
another war. Prefabs, thought NSRB, 
would best supply this “mobility” need, 
and it was afraid RFC would halt the 
progress of the entire industry if it pulled 
the stopper on Lustron. 


With all this advice still ringing in its 
ears, RFC decided to hold off on fore- 
closure, perhaps try a new reorganization 
plan in which Lustron would ask for a re- 
ceiver. One end-of-the-month guess was 
that the new receiver would be Klutznick, 
Lustron’s own choice. 


PRIVATE FANNY MAY is objective of 

Mortgage Bankers 
When a national vice commander of the 
American Legion, in congressional hear- 
ings last fall, charged that the Federal] 
National Mortgage Association is “direct 
lending in its most fierce aspect, because 
it provides a middleman who makes a 
profit,” mortgage lenders began to squirm. 
It was a charge to which they had no suit- 
able answer. When, a month later in an- 
nual convention, members of the Mortgage 
Bankers Association heard their Washing- 
ton counsel warn that “continued use of 
the FNMA will bring about direct lend- 
ing,” (Forum, Sept. 49), they stopped 
squirming and began working seriously on 
a suitable alternative. Even after it became 
apparent that Congress might skirt the 
direct loan issue for the time being, MBA 
kept after its project, for, as one official 
said last month, “someone has got to start 
doing something to stop government en- 
croachment.” 

Last month, as private lenders and Fair 
Dealers alike glanced apprehensively at 


Fanny May’s bloated size ($1.4 billion), 
MBA trotted out its alternate proposal for 
inspection: a privately-financed mortgage 
association to take over Fanny May’s job. 
perhaps even buy Fanny May out. MBA 
was particularly eager to get the reactions 
of two major groups: the large “private 
investors” who would have to provide the 
capital, and Congress, which would have 
to give the legislative go-ahead. 


$6 Billion plan. MBA’s plan, outlined last 
month by Philadelphia mortgage lender 
W. A. Clarke, would work like this: pri- 
vate investors would put up $150 million 
in capital to form a private national mort- 
gage association. The new association 
would then issue debentures up to 40 
times its working capital, thus being able 
to handle $6 billion in mortgages. The 
risk-free debentures, if they were given a 
Moody Triple A rating (and Clarke thinks 
they might well be), could sell for at 
least 3 per cent( perhaps 314 per cent if 
the interest rate on VA loans were raised) , 
leaving the organization at least 1 per cent 
for profit and expenses. 

The new organization would be similar 


NEIGHBORHOOD SITE winners 
picked by Home Builders 


Winners in the National Assn. of Home 
Builders’ 1950 Neighborhood Develop- 
ment Contest, announced last month, 
reveal industry’s growing concern with 
the proper site-planning of new resi- 
dential developments. Judges (Archi- 
tect Nathaniel Owings, Chicago; 
Builder John McC. Mowbray, Balti- 
more; Housing Consultant Earle S. 
Draper, Washington, D. C.; FHA Com- 
missioner Franklin Richards) picked 
five winners; awards were based 70 per 
cent on site plans and 30 per cent on 
design of structures. 


Builder William G. Farrington’s Park- 
wood Terrace in Houston, comprised of 
four-unit buildings, (right) won first in 
rental housing group. 


FIRST 
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SECOND FLOOR 


Zamore Builder Inc.’s wWaldick, N. J., 
development. won first prize among 
large projects of large houses. Note 
that highway is screened by planting, 
that street pattern makes intelligent 
use of cul-de-sacs (left). For detailed 
study of Zamore’s house (below), see 
FORUM, April, '49. 


Complete Community Development win- 
ner was J. C. Nichols’ ‘‘Prairie Village” 
in Kansas City, Mo. (left). Judges 
cited excellently planned shopping cen- 
ter, recreational areas and educational 
facilities. Other contest winners: Albert 
Balch, Seattle (for project of economy 
homes under 50 units); and William 
Blackfield, Lafayette, Calif. (economy 
homes over 50 units). 


to Fanny May in some respects: it would 
be exempt from state and federal taxes. 
But it would also avoid Fanny May’s mis- 
takes; when it bought a mortgage, it would 
do so carefully—not taking just any old 
mortgage which happened to have a gov- 
ernment guarantee—perhaps thus prevent- 
ing FHA and VA from making unsound 
loans in the first place; when it sold a 
loan, it would not do in blocks, as Fanny 
May had, but would give the buyer a selec- 
tive choice. 

MBA hoped that its new organization 
wouldn’t have to be nearly so active as 
Fanny May. If VA rates were upped, for 
instance (see below), the necessity for an 
FNMA or any substitute would dwindle 
sharply, for in these days of cheap money, 
the large life insurance companies which 
make up the formless private secondary 
market which already exists are buying up 
as many FHA’s as they can; Fanny May is 
getting, for the most part, VA’s.* 


Brisk business still. Even so, Clarke be- 
lieves the proposed National Mortgage 
Association could still do a brisk business 
—particularly in rural areas where banks 
and mortgage companies haven’t the re- 
sources to handle many loans, and in the 
buying and selling of mortgages on older 
houses, which the private companies now 
tend to ignore. 

By month’s end, the “big investors” 
which Clarke had in mind were keeping 
mum on the MBA proposal. They would 
have to be assured for one thing that they 
would be safe from arii-trust prosecution. 
(MBA’s counsel said he thought they would 
be.) But up on Capitol Hill, legislators 
and administrators, by now as conscious as 
any private lender that Fanny May had far 
outgrown its original purpose, were paying 
frank attention. Senator Sparkinan invited 
Clarke to come back in about 60 days when 
Congress would be taking up the issue of 
more money for Fanny May. 


* The breakdown of FNMA’s holding, to date 


are: 


FHA Section 203 ........$65 million 
603 ........316 million 
608 ........ 28 million 
VA Section 501 ........343 million 
505-A........ 15 million 

502 ........200 thousand 


STABILIZED RATE: Bankers want it on 


government mortgages 


The Mortgage Bankers were at work on an- 
other ambitious scheme, one which would, 
if successful, eliminate the bizarre spectacle 
of the government doing business at differ- 
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ent rates at different windows. 

MBA is well aware that the Veterans 
Administration is as opposed as it ever was 
to letting the interest rate on its guaranteed 
loans rise to 414 per cent. Perhaps, how- 
ever, thought the bankers, it would not op- 
pose a smaller increase, provided the rate 
on all other government-insured loans de- 
creased accordingly. 

MBA’s proposal would standardize the 
interest rate on FHA and VA loans, and 
then permit that rate to fluctuate in accord- 
ance with the dictates of the money market. 
MBA suggested two possible formulas for 
determining the fixing point (although it 
admitted the weaknesses in each) : the going 
rate on long-term, non-bank-eligible govern- 
ment bonds, and corporate bond yield 
averages. 

A good place to fix the rate now, the 
bankers thought, might be 414 per cent. 
Thus, VA would be called upon to raise its 
rate only 14 per cent, instead of the 14 per 
cent it has steadily opposed. A stabilized 
rate made a great deal of sense to the hous- 
ing industry. It would probably make sense 
to FHA and Congress. The only question 
was: would VA, standing patly on the myth 
that it had given the veterans an implied 
promise of 4 per cent loans,* be impressed 
with any plan making business sense or 
anything other than political sense in an 
election year? 


* The Veterans Housing Act, as every mortgage 
lender knows, did not specify that interest rates on 
VA-guaranteed loans be no more than 4 per cent. 
It stipulated they be at the “going rate,” which at 
the time of the Act’s passage was 4 per cent. 
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VIVIAN TRUMAN works hard, likes farm- 
ing, Lustron and the FHA 


Last month one of FHA’s busiest midwest 
offices counted up the number of home loan 
applications it had processed during 1949: 
5,500. FHA in Kansas City processes appli- 
cations at the rate of 100 a week. Last year 
2,000 new apartment units were added to 
Kansas City, with the help of FHA and its 
hard-working local administrator, J. Vivian 
Truman. 

Administrator Truman, better-known as 
the brother of President Harry S. Truman, 
has many of the celebrated family traits. A 
farmer and early riser (he supervises the 
operation of his 540-acre farm near Grand- 
view, Mo.), he unlocks the door of his 
modest office on the eleventh floor of Kansas 
City’s Fidelity Building at 7:30 a.m., as he 
has each morning for the last 14 years. 


THE OUTLOOK FOR HOUSING—1950 AND BEYOND 


Excerpts from an address by Housing Economist Miles Colean before the Annual Conven- 


tion of the Mutual Savings Bank Association. 


We cannot blink the fact that an increasing 
proportion of the so-called private housing 
market—from about 35 per cent in 1948 to 
at least 40 per cent in 1949—is dependent 
upon mortgage insurance, guarantees, and 
purchases of mortgages by government. 
This year public housing will go close to 
80,000 family units and, with FHA activity 
continuing at high steam and FNMA pro- 
viding a forced draft for loans to veterans, 
the dependence of the market upon govern- 
ment aids will be greater than it was last 
year. Conservatively, 50 per cent of the 
1950 total will be directly under govern- 
ment influence. 

With the growth of federal dominance, 
private equity investment as a force in 
the mortgage market has all but disap- 
peared. Even before the war, the down 
payment had ceased to be a serious factor 
in a home purchase. In the years since the 
war, rental housing has come under govern- 
ment influence to a greater extent than 
even sales housing. FHA activities ac- 
counted for 70 to 75 per cent of the apart- 
ment units started during 1949, and I doubt 
that anyone here will argue that equity 


investment was an important factor in a 


mortgage insured under Section 608. 
Despite the current restriction of this 
activity and the possibility—perhaps real— 
that it will not be continued after next 
March, there are still enough applications 
under examination, or committed on, to 
assure almost a duplication of 1949 per- 
formance. Moreover, if Section 608 is al- 
lowed to lapse, we are likely to get a 
resurrected and liberalized Section 207 
backed by FNMA, or perhaps, the addition 
of direct, 100 per cent loans to cooperatives. 

Under these conditions the equity be- 
comes a figment of the administrative will- 
to-believe. And being otherwise non-exis- 
tent, it can offer little resistence to adminis- 
trative guidance. But amid the fantasy, the 
judgment of the lending institution is not 
likely to prove any more potent an influ- 
ence than that of the now mythical equity 
holder. The institution will follow the 
official policy or find its function sup- 
planted by FNMA or more direct methods. 
In fact, to no small degree it has already 
been supplanted. 

Thus, more than any year in the past, 
the outlook for housing in 1950 will be 
overshadowed by questions of government 
policy, and the shadow falls far into the 
future. For a considerable period ahead, 
the housing market will feel the impact of 
political forces as much as—and perhaps 
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even more than—it will feel the impact of 
economic forces. This situation gives the 
market a peculiarly artificial and unpre- 
dictable quality and, in large part, no 
doubt, accounts for the uncertain feeling 
that people have toward the future. A 
market subject to a great deal of unpre- 
dictable central planning, as this has be- 
come, is one in which it is very difficult for 
the individual to do his planning. 

For instance, who can be sure that Sec- 
tion 608 will or will not be extended beyond 
March or what new kind of economic ben- 
zadrine will be administered in its place, 
or whether the dose will come in time to 
affect spring building? What interest rate 
will be allowed on G. I. loans? How much 
competition will be offered by FNMA? 
When will rent control be terminated and 
what will be the effect on the rental market 
when it comes? How fast will the public 
housing program unfold? What influence 
—if any—on values, on investment, on city 
organization is to be expected from the gov- 
ernment essay at urban redevelopment? 

All such questions have a profound bear- 
ing on the business of the banker and the 
builder. They cannot plan definitely until 
they know the answers. Yet the answers 
are not economic answers but political an- 
swers. They are made in legislative hall or 
administrative offices, not in the market 
place. At worst, they reflect decisions as to 
what is politically expedient or politically 
feasible. At best, they reflect the conscien- 
tious judgments of politicians and their 
economic advisers as to what the people 
ought to have. But they are not the kind 
of direct decisions as to what individual 
borrowers want and what the lending insti- 
tutions think is sound, upon which credit 
transactions have historically been carried 
on. The basic decision now may be made 
before the negotiation has begun, 


NEWS 


HOUSING STARTS (945-1949 shows description of seasonal pattern 


1945 1946 
H [-1 Seneneiay ico 7,000 37,500 
Feb. carte 7,900 42,400 
March ...... 10,600 62,000 
April ....... 12,400 67,000 
May teeter. 14,000 67,100 
June’ 5 e214: 18,600 64,100 
SOY ie oe ee 17,000 62,600 
August ..... 17,100 65,400 
Septiesss cake 20,100 57,600 
Oct ee erent 25,600 57,800 
Novis tacistceesers 29,300 47,700 
Dee; 3s tar 29,100 39,300 
TOTAL ...... 209,300 670,500 


In the postwar period, any repititive seasonal 
pattern that might once have been character- 
Istic of residential construction has been 
thoroughly disrupted. Only consistent sea- 
sonal phenomenon is that activity in January 
and February has been lower than in other 
months. Distinctive political influence is evi- 
dent since 1945: late peak in '45 could be ex- 
plained by release of building from war-time 
limitation order. Early peak in '46, and sub- 


1947 1948 1949 
39,300 53,500 50,000 
42,800 50,100 50,400 
56,000 76,400 69,400 
67,100 99,500 88,300 
72,900 100,300 95,400 
77,200 97,800 96,100 
81,100 95,000 96,100 
86,300 86,600 99,000 
93,800 82,200 102,900 
94,000 73,400 100,000* 
79,700 63,600 93,000* 
58,800 52,900 79,000* 

849,000 931,300 1,019,600 


* Preliminary 


sequent uncertainty reflects overstimulation 
of Veterans Housing Program, as the market 
was glutted with unfinished houses for which 
materials could not be obtained. Market re- 
covered in '47, and renewal of FHA’s Title 
VI late that summer sustained volume. Im- 
pending lapse of Title VI loans on individual 
houses prompted early peak in '48. Sustained 
high volume of ’49 shows renewal of Title Vi 
and liberalized FNMA purchases of GI loans. 


BUILDER-LABOR agreement in New York: will it be renewed ? 


If anyone should detect a glower in the photo- 
graph (left), of James Cole, official of the 
AFL Ironworkers union in New York City, 
and Harry J. Stellman, vice-president of 
Starrett Bros. & Eken, general contractors, 
taken at a meeting of the N. Y. Building 
Trades Employers’ Assn. (see p. 7), it would 
be dismissed as a friendly glower. Relations 
between Manhattan contractors and building 
labor are notoriously friendly—the result of 
an unprecedented five-year old agreement 
stabilizing wages and hours. But the agree- 
ment expires June 30, and building men else. 
where, who have envied New York’s cordial 
builder-labor relationship, wondered if it 
would be renewed. Negotiations for renewal 
still had not begun by last month. 


SLUM FUNDS granted by Housing & Home Finance Agency 


HHFAdministrator Raymond Foley last 
month signed over first batch of federal 
funds for slum clearance (see p. 16.) With 
Foley; HHFA Slum Clearance Director 
Nathaniel Kieth; Rep. Percy J. Priest 
(Tenn.); Rep. Eugene J. McCarthy 
(Tenn.); Sen. Hubert H. Humphrey 
(Minn.) 
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Vivian joined the FHA staff in 1935, one 
year after brother Harry went to Washing- 
ton as the junior senator from Missouri. 
He was assistant administrator until 2) 
months ago when his boss went to work for 
RFC in Washington; Vivian then moved 
into top place. Promptly after last year’s 
election, when Truman seemed a magic 
name, Vivian was offered a big job with 
FHA in Washington. He turned it down. 
saying, “I have no danged reason to go to 
Washington.” 

FHA considers Truman one if its best ad- 
ministrators, even though he has consistently 
bucked the Washington The sie 
office in his attempts to 
get liberal aid for the 
farmers who make up 
his 58-county district. 
He has always plugged 
strongly the Title I pro- 
gram which farmers 
like, for example, in 
the face of cool hos- 
tility from the Wash- 
ington office, which has always looked on 
Title I as something of a stepchild. (Tru- 
man easily admits his sympathetic ear to 
farmers’ problems. Says he: “I guess I’m 
just a farmer myself at heart.”’) 


TRUMAN 


Truman insists he has made no important 
changes since he took over, nonetheless he 
is proud of the work he has done. Says he: 
“T have fought hard for low cost housing. | 
believe many more small homes should be 
built at a much lower price than are being 
put on the market today. I believe in help- 
ing the fellow who needs help. I believe that 
the big fellow can take care of himself.” 


Truman is a firm believer in the benefits 
of prefabrication, thinks it is one of the 
ways to low cost housing. Lustron? Yes, 
even Lustron. ‘‘As far as I am concerned,” 
he explains, “I think the Lustron home is 
one of the answers to the housing problem 
as it stands today. There are several homes 
of this type under construction in our area 
and I think they are here to stay.” 


Kansas City builders have found a sym- 
pathetic friend in Vivian Truman. E, L. 
Winn, partner of a construction company 
which is building a 370-unit apartment, con- 
siders Vivian one of the best administrators 
in any branch of the government. Says he: 
“T can always go to Vivian and get an an- 
swer, and that is what contractors want.” 
Paul Hamilton, of Hamilton-Crawford, one 
of the biggest real estate firms in Kansas 
City, backs this up. “Mr. Truman,” he says, 
“should be given a major share of the credit 
for breaking the housing jam in Kansas 
Ginse 
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RENT RISES shown in Wood’s report based 
on incomplete figures 


No sooner had Harry Truman warned Con- 
gress that rents would go sky-high, curtail- 
ing “the buying power of millions of con- 
sumers,” if rent controls were removed, 
than OHExpediter Tighe Woods rushed in 
with the figures to prove it. But there was 
one trouble with his figures: at best they 
were incomplete; at worst they were dis- 
torted. 


Woods had seized on a BLS report show- 
ing what had happened to rents in six 
locally decontrolled cities (Dallas, Houston, 
Topeka, Knoxville, Salt Lake City, Jackson- 
ville). Before BLS had an opportunity to 
release the report, Woods broadcast it with 
his own interpretations. Limiting his fig- 
ures to dwelling units for which rent rises 
had been reported, he was able to show an 
average rent increase ranging from 16.2 per 
cent to 41.3 per cent. (Even by his figures, 
however, rents in neither Dallas—35.4 per 
cent—nor Knoxville—26.8 per cent—had 
jumped 50 per cent, as Woods predicted 
last September. ) 


BLS’ report, when it came out two days 
later, told a much different story. Taking 
a look at all rental units in the six cities, 
it charted an average increase ranging from 
6.6 per cent to 16.7 per cent. 

Realtors were indignant. Said NAREB 
President Robert Gerholz: “We think Mr. 
Woods should explain just what impelled 
him to place this distortion on the BLS 
CS a 


Nor was Woods’ alarming report likely 
to make much impression on congressmen, 
most of whose attitudes toward extending 
controls already ranged from apathy to out- 
right opposition. The chairmen of both the 
Senate and House banking committees 
_ thought Congress would quietly bury Rent 
Control on June 30. 


ARCHITECT CONTRACT INVALID, says 
Michigan court 


The standard contract form issued by the 
American Institute of Architects—or any 
other contract drawn up by an architect— 
is invalid, a Michigan circuit court ruled 
last month. Drawing upon a general prin- 
ciple followed by the state supreme court, 
(and still applied to realtors in Michigan) 
that a layman may not practice law, the 
court dismissed a suit in which Royal Oak 
Architect Gordon A. Sheill attempted to re- 


cover half a $14,000 fee, which he claimed 


was still owed him. 


Architects elsewhere, who have been 
using the A.I.A. form for years, watched 
with interest as the Michigan court, having 
reheard the case, decided whether to reverse 
its decision, 


UNION ELECTIONS needn’t be held on 


most construction jobs 


Contractors who had been wondering what 
to do ever since the fact was laid bare that 
on most construction jobs no union shop 
election is held (Forum, Jan., ’49), got the 
nod last month to proceed as if nothing had 
happened. Robert Denham, general coun- 
sel of the National Labor Relations Board, 
said that until the machinery is set up to 
hold such elections on jobs with a rapid 
labor turnover, NLRB will honor existing 
labor conditions and assume that an elec- 
tion had been held and won by the bargain- 
ing union. 

Counsel Denham had something else on 
his mind—the widening gulf between him 
and the rest of NLRB. It was fundamentally 
the difference between the old Wagner Act, 
which he described as “social legislation, 
designed and administered for the benefit 
of one branch of our labor-management 
economy at the expense of another,” and 
the Taft-Hartley Act (“not social” but “bal- 
anced, regulating legislation”) which re- 
placed it. 


Facing the banqueting members of the 
Building Trades Employers Association in 
New York City (see picture, p. 14), Den- 
ham unburdened himself. The Board, he 
felt, was unduly generous to labor unions, 
and for the building men in his audience, he 


had examples (all of them recent Board 
decisions) to prove it: 

> Pickets can be placed around a construc- 
tion job receiving deliveries from a truck- 
ing concern which is in the bad graces of a 
union. “They won't be picketing you... 
they will just be picketing the trucking con- 
cern’s truck, because . . . that is where the 
trucking company’s place of business is.” 

> Pickets can be placed at a special gate 
used only by the employees of a contractor 
who is erecting a new building on the prop- 
erty of a struck industrial plant. 

> The Taft-Hartley Act protects a contractor 
from a secondary boycott action arising 
from a refusal of his employees to handle 
“struck goods.” But now he may sign away 
that protection in a contract with the union. 


AIA DESIGN COMPETITION: residential, 


commercial, religious construction 


For its second annual design competition, 
the American Institute of Architects will 
review residential, commercial, and reli- 
gious buildings completed since 1944, Com- 
petition chairman Albert F. Heino last 
month made public the following facts 
about the 1950 National Honor Awards 
Program: 


» All registered architects, practicing in the 
U.S., are eligible entrants. 


» Entries may be buildings erected in the 
U.S. or abroad. 


> Entries will not be judged in competition 
with other entries as to size or cost, but on 
the basis of the architect’s solution to the 
problems presented him. 


» Entries will be judged at the A.I.A, con- 
vention in Washington, May 10-13. 


BUILDING BOOM continues—how far it 


will go depends on men, not money 


Good news for building kept rolling in as 
1950’s first month ended. On Long Island, 
Builder Bill Levitt explained operations 
with purchase of another huge tract (1,200 
acres) adjoining Levittown. In Houston, 
Cottonman Will Clayton was reported 
readying a $30 million middle-income 
housing project. In Atlanta, Architect 
Henry Toombs bent over plans for several 
swank, new homes, all except one to cost 
more than $50,000—and Ben Massell hus- 
tled to complete a $4 million office building, 


his 51st in three years. In St. Louis, Sidney 
Salmon, Jr. and New York’s William Zeck- 
endorff bought (for $2.5 million) Hampton 
Village, planned to convert it into the na- 
tion’s largest suburban drive-in shopping 
center at a cost of $12 million. 

The backlog of proposed construction, 
according to Engineering News-Record’s 
mid-month count was up $4 billion to $47 
billion. Most of the rise was in public 
building, 1,200 million; private unclassi- 
fied, $800 million: commercial buildings, 
$700 million; and industrial buildings, 
$500 million. Los Angeles seemed to be 
the bell-cow. On planning boards or build- 
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ing there were: two new hotels ($30 mil- 
lion), a hospital ($4.5 million), federal 
buildings for the civic center ($30 million) , 
a post office annex ($6.8 million), five new 
schools opened in January, 27 more schools 
and two junior colleges on the way and a 
large new Bullock’s store in suburban West- 
wood. 

From Cleveland, New Orleans, Detroit, 
Houston and Pittsburgh came predictions 
that 1950 would be another banner home- 
building year. Was the market for high- 
priced apartments almost saturated? Then 
building would shift to single family units. 
Would public housing curtail private 
starts? “No” said Pittsburgh’s William 
Tussey, “I predict that if builders determine 
more definitely where new homes are needed 
and what kind, home construction will con- 
tinue strong.” 


Problem: meeting the market. Each market 
had its special problem, but one thing was 
certain: giving the home-buyer more for 
less money was the key to continuing the 
boom. Would the industry build cheaper 
houses or would it build houses more cheap- 
ly? There was a difference, and the cus- 
tomer would know it. In Miami cost of the 
average one-family home dropped $212 in 
1949 (from $6,214 to $6,002). But in De- 
troit costs were up sharply, as much as $100 
per house, one builder estimated. Engineer- 
ing News-Record’s January building cost 
index was almost 1 per cent above Decem- 
ber (but still a fraction below the October 
1948 top). Steel and labor were the princi- 
pal factors in rising prices. Steel was 4.6 
per cent above a year ago, cement about the 
same, lumber down 10.5 per cent, common 
brick 2 per cent higher, structural clay tile 
1 per cent up. Copper was still at 1814 
cents, 5 cents below last year; lead was only 
12 cents, compared to last year’s 2114, and 
zinc was 934 cents, down from last year’s 
1714. Tin had fallen from last year’s 
$1.03 to 75 cents. 


High wages—tow costs. Building, in 1950 
could continue the boom if labor and enter- 
prisers could master the secret of higher 
wages and lower costs. The answer, as both 
knew full well, was better management and 
more labor productivity. Both would be re- 
quired. The market was there: America 
needed homes, schools, hospitals, stores, 
theaters, offices. The money was there: 
banks were bulging with it. How far the 
building boom would go depended on men, 
and their ability to see the problem and at- 
tack it rationally, rather than politically. 
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SCPI RESEARCH program will seek new 


uses for brick 


The Structural Clay Products Institute last 
month sounded the starting gun for its 
$1.25 million effort to 
reduce the cost and im- 
-prove the quality of 
structures made with 
clay products. The pro- 
gram is the result of 
an industrial research 
firm’s report that brick 
and tile are being out- 
Taylor distanced by develop- 
ment of new building materials, and its 
recommendation that the clay products in- 
dustry open up new markets for its products. 
SCPI Research Director Robert B, Tay- 
lor, who formerly did reseach for the 
Owens-Corning Fiberglas Corp., believes 
one of the markets for which clay products 
are suited, but not being used, is roofing 
tile. Another: radiant floor heating ducts. 
He also thinks the industry might be able to 


sell a higher quality brick, and a brick of 


larger size. 


= 
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HOUSE DEMAND easing, but still strong; 


small unit continues favorite 


Data from the recent housing census throw 
considerable light into two important areas 
of the housing market: 

’ The demand from nonfarm families 
which are still doubled up has dropped con- 


siderably in the last two years, but still 


ranges from 1,000,000 to 1,850,000, (Total 
demand, including farm:  1,250,000— 
2,150,000.) Total demand is estimated on 
number of husband-wife families still liv- 
ing in other households (2,155,000, down 
25 per cent since 1947). 

House type most in demand will continue 
to be the small (two or three bedroom) 
unit. Although population has increased 
12 per cent since 1940, the average size of 
the household has dropped to 3.4 persons 
(as compared with 3.7 in 1940 and 4.0 in 
1930), and the number of households has 
increased 21 per cent since 1940. 
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PUBLIC HOUSING: do the voters usually 


defeat it in referendum? 


As Seattle and several other cities moved 
last month to stage referendums to let their 
citizens decide whether they would have 
public housing, the National Association of 
Real Estate Boards was hard at work trying 
to sell the referendum idea wherever they 
could. 

Clicking off the areas which have rejected 
public housing by vote (St. Paul, Grand 
Rapids, St, Petersburg, San Jose, and the 
state of New Jersey), outgoing NAREB 
President Herbert Maenner trumpeted: 
“When the voters have an opportunity to 
express themselves, they consistently reject 
socialized housing.” 

The Public Housing Administration 
pooh-poohed NAREB’s arguments. The 
realtors, said PHA, plug for a referendum 
only in those places where they have put 
on a real drive and are confident of success. 
To dispute NAREB’s claim, PHA pointed 
out that 227 cities have so far received the 
consent of their governing bodies to go 
ahead with public housing projects, and 
that twice that many have received program 
reservations. 

(A review of the 468 cities which so far 
have received program reservations indi- 


cates that the impact of public housing will 
be forcibly felt in small towns and villages 
throughout the country. By last month, 
164 cities with less than 10,000 population 
had received reservations. The breakdown: 
164—less than 10,000 population 
101—10,000-25,000 

65—25,000-50,000 

59—50,000-100,000 

42—100,000-250,000 

37—250,000 and over.) 

* * * 

In the matter of slum clearance, the realtors 
were trying to beat the government another 
way—by getting the job done first. As 
HHFA granted funds (more than $5 mil- 
lion) to the first six cities to request them 
(Dallas; Nashville; St. Paul; Perth Am- 
boy, N. J.; Albany, Ga.; Jackson, Tenn.), 
NAREB and its affiliate, the Urban Land 
Institute, called upon realtors to get behind 
enforcement of “local ordinances that out- 
law the occupancy of dwellings that are un- 
safe or unsanitary.” 

Sixty-three real estate boards in 29 states 
said they would begin work this year on 
rehabilitation programs, starting with 
“pilot” demonstrations of neighborhood re- 
clamation in their own communities. ULI 
began preparing a working guide to aid 
them. 


: IN OFFICES 


FACTORIES 

EVERY TYPE OF 
COMMERCIAL AND 
INSTITUTIONAL 


MILLS METAL WALLS 


OR nearly thirty years The Mills Company has devoted itself 

” exclusively to the design and manufacture of movable walls. The 
unexcelled quality of Mills Metal Walls in thousands of buildings of every type 
throughout America reflects the concentration of engineering, craftsmanship 


and production facilities upon this single purpose. 


The new Mills Movable Metal Walls Catalog No. 50 represents, in printed 
form, the knowledge and experience gained during these thirty years of work 


in this field. It was designed as a practical, convenient “working tool” for 
architects and all who deal with the problems of flexible space divisions in 
You'll find this new 48-page Mills commercial, industrial and institutional buildings. 

Catalog bound into Sweet’s File, 
Architectural, for 1950—or we'll 


be glad to send you an easy-to- THE MILLS COMPANY 


handle copy for your individual 
use. Just ask for Catalog No. 50. 967 WAYSIDE ROAD ° CLEVELAND 10, OHIO 


ne Mills Company 
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KOVEN engineers developed low-cost 
VENKO boilers specifically to meet the re- 
quirements of small homes. You can assure 
your customers that VENKO provides rapid, 
sustained heat, keeps fuel bills at a mini- 
mum, is a dependable performer! 

Leading architects, builders and plumbers 
say the VENKO Boiler is a small home- 
owner's best buy for years of heating com- 
fort and convenience. it’s of welded steel, 
tubular, and comes beautifully jacketed. 


A Division of L. 0. Koven & Bro., Inc. 
154 OGDEN AVE., JERSEY CITY 7, N. J. 


Plants: Jersey City, N. J. Dover, N. J. 
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CLARENCE KIVETT and RALPH E. 
MYERS are Kansas City architects 
in partnership since 1945. Kivett, 
the senior member, opened his 
first office in 1931. Myers is a 
1941 graduate of the University 
_ of Illinois with at least five schol- 
arships and awards to his credit. The firm’s 
work has encompassed all building types. Roster 
of clients includes such merchandising giants as 


Macy’s (p. 86), Woolworth’s and J. C. Penney. 


DANIEL SCHWARTZMAN is a native of Baltimore 
and a graduate of the University of Pennsylvania 
School of Architecture. A New York architect 
since 1935, his design portfolio bulges with com- 
mercial work, is peppered with some industrial 
and large scale residential projects. A store 
specialist (p. 86), Schwartzman feels that an 
effective merchandising design must reflect a 
“proper regard for circulation, efficiency of opera- 
tion, sound structure, flexibility and appropri- 
ateness of materials.” 


ROBERT A. LITTLE, 34-year-old Cleveland archi- 
tect, is a midwesterner of comparatively recent 
vintage. Until 1941, Little was a Bostonian, from 
birth (in nearby Brookline), through college 
(Harvard Graduate School of Design) and his 
first job, as designer in the Cambridge office of 
G. Holmes Perkins. After a wartime stint in 
uniform and in mufti with the Army, Navy and 
Air Force, he established his own office in Cleve- 
land in 1946 (p. 94). 


Texas-born MILTON RYAN was a business adminis- 
tration major at the state university, then a book- 
keeper for a lumber company, finally a registered 
architect in 1938, after extensive “on the job” 
experience. Predominantly, though not exclu- 
sively, a residential] designer in San Antonio, his 
most exciting discovery to date is the ample, un- 
touched market in that conservative city for con- 
temporary homes built for sale (p. 106). 


ERIC STENGADE, 36-year-old Danish architect, is 
a product of the Royal Academy of Fine Arts in 
Copenhagen and a recipient of its coveted gold 
medal for the best newspaper building design in 
a recent competition. Stengade’s numerous house 
designs (p. 111) have a charm and freedom from 
affectation that stem from his firm belief in 
“humanism.” In his own words: “Architecture 
is only the frame of life . . . I am mainly 
interested in human beings.” 


ARTHUR S. HAINSWORTH jis an alumnus of the 
University of Washington who stepped into house 
building in 1921 with his father’s advice anc 
backing. From small homes he moved on t 
apartment house construction and ownership 
finally hit bottom with all the other victims o 
1929. Still a general contractor, his postwa 
projects include million dollar shopping centers 
some merchant building, like Bow Lake (p. 114) 


ew—different—better—and lower in cost! 


aat’s the story of Durall Screens — and the reasons architects, 
ilders and home owners everywhere are asking for DURALL. 


URALL is a revolutionary new product with advantages home 
yners and building men have never before enjoyed in a window 
reen. It’s all-aluminum*— easily installed—snaps into place from 
side—won’t rust or stain—never needs painting—rolls up for stor- 
e...and costs so little (average retail cost, $3.75)! 


EE BOOKLET! Get our special, free Durall booklet, showing 
mplete specifications and prices — for your A. I. A. Files. Write 
day, Dept. AF-2. See Durall at your building supply dealer’s. 


ade from The Aluminum Company of America’s new weather-resistant ALCLAD wire, 
West of the Rockies ask for Ry-Lock 


z IVER B saa 


he home owners I've talked to say “I think Durall screens are wonderful. We “The first time I built with Durall screens I 
are wonderful. Durall screens sim- are very pleased to be free of rust streaks got them for my own home. I recommend 
our work and cut our costs.” and stains beneath our windows.” them and install them when possible.” 


J. Giacomo. Construction Sup’t. Lorraine Christensen, Home Owner Chester L. Siska. Builder 
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ACCESSORIES 


for Every Bush,, 
Sile and bury, Zathroom 


budges 


...new Hall-Mack Crystalcrome 
—jewel-like beauty — brilliant 
solid chromed brass combined 
with crystal-clear Lucite — ac- 
cessories of the finest quality. 


... Aristocrome Accessories — 
classic styling—heavy, rich con- 
struction and appearance — 
chromium plated solid brass— 
there’s no finer accessory line. 


...popular Coronado — distinc- 
tive modern styling and luxu- 
rious looks—for bathroom re- 
quirements in the “medium” 
price range. 


...and Tempo Accessories — 
solid quality at low cost — 
simple, functional beauty and 
long life—for modest budgets. 


Bathroom Accessories 
are Important... 


See our complete catalog in 
Sweet's Architectural File. 


— —, 
HALL-MACK COMPANY 
1344 W. Washington Blvd., Los Angeles 7, California 
7455 Exchange Avenue, Chicago 49, Illinois 
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CHURCHES 


Forum: 


., . After viewing the special church portfolio 
in the December issue, I am happy indeed that 
my work was not included. In my opinion, the 
portfolio was atrocious! 

Henry V. Murpuy, Architect 
Brooklyn, N. Y. 


* Reader Murphy was recently elected President of 


. the New York State Association of Architects——Ed. | 


Forum: 


... The churches featured are out of this world. 
Two of the largest churches here in Hopkins- 
ville are drawing up plans for new buildings, and 
I would like very much to present them with a 
copy of Forum, as I am sure they could get some 
excellent, progressive ideas from it, 

SamuEL C. Morton 
Hopkinsville, Ky. 


Forum: 


... You did a good job.... 
Tuomas A. Ketty, Consultant 
Archdiocese of New York 
New York, N. Y. 


Forum: 


. .. It is just what the doctors should order, | 
if I may paraphrase... . 
ALBERT CHRIST-JANER 
University of Chicago 
Chicago, IIl. 
Forum: 


The irrational, superstitious thing that is the 
concept of the church and the logical directness 
of modern architecture are anachronistic. 

Ropert L, FietpstoNe 
San Francisco, Calif. 


Forum: 


This whole question of church architecture has 
been a matter of very deep concern to me. I was 
born and reared on the plains of Kansas, where 
our meeting-houses were extremely simple both in 
design and equipment. Somehow, the elaborate 
Gothic cathedral has had the effect of dampening 
my religious spirit, rather than enhancing it. I 
never go into one of these so-called Gothic cathe- 
drals, that I do not feel a sense of chill. The 
architecture itself contributes to the chill, and I 
often leave depressed rather than exalted. It 
seems to me that the whole thing needs restudy, 
and I believe that you have given it a shove in 
that direction. 

Let me congratulate you on the venture, even 
though I might not agree with all of the ideas 
expressed. 

Roy L. Smirxn 
The Methodist Publishing House 
Chicago, Ill. 


Forum: 


I wish to congratulate your entire editorial] staff 
on the excellence of the December issue. 
(Continued on page 40) 


Architects Find 


GENERAL ELECTRIC 


PLASTICS TOPS 
WORK WONDERS 


In Dining Rooms 
And Kitchens 


Here’s a piece of wizardry of interest to every architect 
looking for a way to brighten up the appearance of a 
kitchen or dining room—in homes, apartments, restaurants, 
and institutions. General Electric Textolite* Plastics Tops 
—sparkling with color and customer-appeal—can add 
beauty along with sturdy utility. 

It’s amazing how many uses there are for G-E Textolite 
surfacing material. It’s ideal for table tops, counters, soda 
fountains—even walls and decorative paneling. The wide 
variety of exclusive patterns makes the selection of color 
schemes an easy matter. 

And it’s remarkable how tough, rugged G-E Textolite 
tops help reduce decorating and maintenance costs. These 
sturdy tops are built to withstand the wear and tear of hard 
daily usage. Their heat, stain and scratch-resistant surfaces 


Goa can pal your confidence in 
GENERAL ELECTRI 


can be quickly and easily cleaned by simply wiping with a 
damp cloth. Architects can rely on these tops to satisfy 
clients. 

For more details on how G-E Textolite Plastics Tops 
can fit into plans and specifications, write to Section LS, 
Chemical Department, General Electric Company, Pitts- 
field, Massachusetts, or use the coupon below. 


tops for 
table tops 


General Electric Company, Section L5 
Plastics Division, Chemical Department 
Pittsfield, Massachusetts 


Please send me a free copy of your new 
illustrated booklet, including a pattern 
sheet showing G-E Textolite Top designs 
in full color. 

Name 
Business 
Address 
OT) IE 


CD50-L5 


State 


- 


ee re 
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Our entire organization in general and myself, 
in particular, have been ardently following Forum 
for many months and we have always been im- 
pressed with the timeliness in which Forum has 
dealt with specific situations. 

We, as advertisers, find that the policy adopted 
by Forum—that of featuring a particular subject 
—enables us to gear our advertising in a like 
manner, thus realizing a much greater reader in- 

. terest than could be obtained normally. 

... The ability which Forum has of projecting — 
thought-provoking ideas without being argumen- 
tative is truly refreshing. 

B. A. BURNSIDE 
Product Development & Promotion Manager 
Timber Structures, Inc. 


Portland, Ore. 


JOHNSON & VAN DER ROHE 


Forum: 


The glass house (Forum, Noy. ’49) is brilliant, 
I know; but is Johnson a Mies van der Robot? 


How to make sure Ms sn 
the light will be right genigni CHICKEN cOoPS 


In re: “Bastardized Chicken Coops”, a letter! 


Planning the best lighting system — picking the right lighting from John H. Dykstra, in your October issue—I 
equipment — isn’t easy. As the distributor with the nation’s am sending you some photos of an actual chicken 
most complete selection of lighting and lamps, Graybar can help house that I have converted into a modern home 
you in several ways: We will furnish complete information on of 8 rooms, 2 baths and 2-car garage. 


sizes and specifications of units for any need. We will give you 
prompt and complete price quotations and delivery data. And 
we can furnish technical assistance, should difficult jobs require 
it. 

For you and for the contractors you work with, Graybar pro- 
vides 100,000 electrical items — every one carefully selected 
from the most dependable product lines in the nation’s manu- 
facture. 

A Graybar Specialist will gladly help you and your electrical 
contractor plan wiring, lighting, ventilation, communication — 
any electrical system — for maximum satisfaction of your 
customers. 4936 


I wish reader Dykstra was able to see this b.c.c. 
for himself. But he has far too many followers, 
especially in our neighborhood and township. 
IN OVER 100 PRINCIPAL CITIES When word first got around that I was contemplat- 
ing making living quarters out of a chicken house, 
I was besieged and badgered by the local Civic 


Graybar Electric Company, Inc. 
Executive offices: 
Graybar Building, New York 17 


(Continued on page 48) 
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MARES 5 TYPES 
OF 
CONCRETE PILES 


1. STANDARD .. ..9. STEP-TAPER - - - 3. PIPE STEP-TAPER 
4. COMPOSITE. . . 5. GOW CAISSONS 


Raymond installs every type of pile: cast-in-place concrete, pre- 
cast concrete, steel pipe, wood and H-beam. Raymond operations 
include underpinning; borings and soil investigations; waterfront 
construction and harbor 
and river improvements; 


also cement mortar lining 


of pipes by the Centriline = 
Corporation, a Raymond 9. STEP-TAPER PILES 
Subsidiary. 


At left, completed Step-Taper 
Pile. Center, filling the per- 
manent steel shell with con- 
crete after internal inspection. 
Right, driving the pile with 
rigid core. 


Raymond Step-Taper Concrete Piles driven with rigid 
steel cores and heavy hammers are designed to develop 
high load-carrying capacities at depths to 80 feet. The 
permanent steel shell maintains the resistance developed 
during driving. After the shell is inspected internally, it is 
filled with concrete and cut off at the specified elevation. 


You are invited to discuss with our engineers the efficien- 
cies and savings made possible by Raymond’s exclusive, 
original concrete pile designs. 


¢ xavmonn PILES MAINTAIN DRIVING RESISTANCE 


BRANCH OFFICES: Boston, Syracuse, Philadelphia, Baltimore, 
Washington, Pittsburgh, Atlanta, Miami, Houston, Kansas City, St. 
Louis, Cleveland, Chicago, Detroit, Salt Lake City, Portland, San 
Francisco, Oakland, Los Angeles and principal cities in Latin America, 
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C\ = @ Why is beauty—an important factor in home 
| designing — neglected below grade? All too fre- 
quently basements, representing 20% or more of 
the home area, are left unfinished. Basements are 
highly valued by home owners for laundries, workshops, 
recreation and play rooms. Why, then, should they be left 
unfinished . . . particularly when it costs so little to decorate 


with Medusa Paints! 


With colorful Medusa Paints, you transform dull unfinished 
basements into bright, livable areas. On walls Medusa Portland 
Cement Paint actually protects the construction ... sealing 
out mild dampness, while Medusa Rubber Base Coating gives 
concrete floors a super-tough finish. Specify these long lasting 
paints for basements, utility rooms, garages, breezeways, 
stucco and concrete block homes. To help you specify harmo- 
nizing color schemes, we have prepared color chip folders. 
Write for them. 


MEDUSA PRODUCTS DIVISION of Medusa Portland Cement Co. 


1013-1 Midland Building e Cleveland 15, Ohio 


BEST for Matowry Surfaces 
MEDUSA&S& 


REG.U. S. 
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Club, Garden Club, Zoning Board, Planning Com- 
mission, S.P.C.A., D.A.R., and assorted other 
groups. Last spring when work got underway, 
neighbors within 5,000 yards, were petitioned and 
tried to get an injunction against me There being 
no law on the books to prevent me, and thanks to 
my lawyer’s vigilance, the house became a fact. 
There is now a steady parade of sight-seers 

who come to view the house and many who were 
against me are now becoming conyerts; and I 
find that the famous beatitude still holds true: 
“Blessed are’ ye when men shall revile you and 
persecute you, and shall say all manner of evil 
against you;—rejoice and be exceeding glad, for 
great is thy reward in Heaven.” But my reward 
has been more than just out of this world. I have 
just sold the ‘coop’ for $25,000 and have done a 
world of good for the cause of modern contem- 
porary architecture, in our locality. I have given 
the timid a shot in the arm. Moreover, the local 
bank has appraised it for upwards of $20,000 and 
is lending 75.per cent of that sum, an event, 
heretofore, unheard of in view of what was con- 
sidered a risky venture. 

WiLiiAM KryYsKILL 

Hyeholde Builders 

Coraopolis, Pa. 


P. S.: The solid south wall of windows on both floors 
is a revelation. One morning, at 8 A.M. the outside 
temperature was 1314°; at 11:30, with the sun shin- 
ing but the furnace not being connected as yet, the 
inside thermometer read 67°; had the windows been 
washed, it would probably be 2° or 3° higher. Eyen — 
on cloudy days enough sun breaks through to raise 
the inside temperature 20° to 30°. 


OPEN MARKET 


Forum: 


Your open end mortgage plan has, I believe, 
started a movement which will open tremendous 
markets for building material dealers, manu- 
facturers and lenders. 

C. B. Sweet, President 
National Retail Lumber Dealers Assn. 
Washington, D. C. 


LENDER’S PLEA 


Forum: 


There are many occasions, while working on 
mortgage loan applications for larger type build- 
ings, on which we have been impressed with the 
fact that architects never indicate on the plans 
the total number of gross square feet in a given 
floor or other pertinent data which has to be 
computed in order to analyze the project for 
mortgage loan purposes. 

Separate computations have to be made by 
many agencies who process these plans for one 
reason or another which in the aggregate must 
amount to a great deal of wasted time, both on 
the part of contractors and loaning institutions. 
This could be eliminated, providing the architects 

(Continued on page 56) 


RINGS YOU 
WORLD OF COLOR 


FLUORESCENT 
LAMPS 


Four G-E fluorescent.lamps—the'two above, plus a Standard Cool White and Warm White—now meet practically all fluorescent lighting needs. 


The whole question of which ‘‘white fluo- 
rescent lamp”’ to use is now simplified. The 
two new lamps—plus two “high efficiency”’ 
lamps—create a line of four G-E white 
fluorescent lamps that fills practically all 
fluorescent lighting needs. 


STANDARD COOL WHITE (formerly 
4500 white) for high efficiency, reasonable 
color rendition. Preferred for working 
and selling areas—offices, factories, some 
stores, schools. 


areas where the best color rendition is 
desired and maximum light output per watt 
isn’t so important. 


STANDARD WARM WHITE (for- 
merly Warm Tint) for high efficiency 
combined with the color impression of 
incandescent lighting. 


NEW DE LUXE WARM WHITE 
for use where a warm environment with 
excellent color rendition is more desirable 


NEW DE LUXE COOL WHITE for | than maximum light output per watt. 


You can put your confidence in— 


New white lamp line makes selection easy 


FREE SELECTOR GUIDE 


GEnERAL SB erectaic 


Selector Quide 


FOR WHITE FLUORESCENT LAMPS 


Shows which lamp 
you need to meet 
your lighting re- 


quirements. Write 

General Electric, 

Div. 166-AF-2 Nela 

Park, Cleveland 22, 
GENERAL GD Evictaic Ohio. 


ae Sorat 


GENERAL @@ ELECTRIC 


architect 


yy < 


Norman Johnson, 


innesota, home. 


M 
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WINDOWALLS in White Bear Lake, 


RIGHT FROM STOCK, these two Andersen WINDOWALLS open 
more than 36 feet of a 41-foot wall to a superb lake view. 
Because they are stock Andersen Gliding and Casement 
Window Units, they spared the architect special detailing, 
spared the home owner the extra cost of special window 
construction; yet they achieve the effect of one continuous 
picture window! 

As windows, these WINDOWALLS invite “living at the 
lake”’ right into the house, open up to cooling breezes. As 
walls, they provide a weathertight barrier to driving rain 


and the winter’s cold. Their insulating wood construction 
helps the windows handle a difficult climate with ease. 


Specification data on Andersen WINDOWALLS is in Sweet’s 
Architectural and Builders’ Catalogs, or will be sent by us 
upon request. See your local lumber or millwork dealer for 
further information. 


The new Andersen WINDOWALL Tracing Detail File will be 
sent at no charge to architects and designers making request for it. 
* TRADEMARK OF ANDERSEN CORPORATION 


e 
<Grdersen Corporation * BAYPORT + MINNESOTA 


NOW THEY PUMP WEATHER OUT OF A WELL! 


There’s a unique air conditioning system in the huge new Equitable Build- 
* Portland, Oregon. In the summer this system pumps heat into a well, 
and in winter this same well is used as a source of heat for the building! 


ing, 


It’s the old heat pump idea with modern twists—one of the largest instal- 
lations of its kind in the world. It works like a charm, with its Trane com- 
pressors functioning as heat pumps, and other Trane equipment playing a 
vital role in’making this air conditioning dream come true. 


The result is office space that’s a joy to work in, easy to lease and eco- 
nomical to maintain. So another problem was solved by equipment from the 
“House of Weather Magic’— equipment that makes air more comfortable, 
more usable, more efficient, in thousands of offices, stores, plants and homes. 


If you have a problem with air—where you work, or where you live — 
remember that Trane engineers know air. How to dry it, humidify it, warm 
it, cool it, clean it, or move it. Your local Trane office will be glad to work 
closely with you on any of your projects. 


*Owners: Equitable Savings & Loan, Portland, Ore- 
gon. Architect: Pietro Belluschi. Mechanical Engi- 
neer: J. Donald Kroeker. 


THE TRANE COMPANY, LA CROSSE, WISCONSIN 
EASTERN MFG, DIVISION SCRANTON, PA. 
TRANE COMPANY OF CANADA, LTD. TORONTO 


MANUFACTURING ENGINEERS OF HEATING AND AIR CONDITIONING EQUIPMENT + OFFICES IN 75 CITIES 
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TRANE 


THE HOUSE OF WEATHER MAGIC 


were to make a summary on the first page of the 
plans with some of the following information: 

a. The total number of gross square feet of 
each of the floors. 

b. The net rentable square feet of each of the 
individual floors. 

c. The total of both the net rentable and gross 
square feet for the entire building. 

d. Cubical contents of the basement area, the 
main structure and the roof buildings such as 
elevator penthouse, etc. 

e. Possibly in-store buildings, the number of 
front feet-of store space... . 

Joun P. Foote 
Mortgage Loan Appraiser 


The Prudential Insurance Co. of America 
Los Angeles, Calif. 


KUDOS 


Forum: 


I read Forum regularly to keep abreast of 
the latest architectural developments. I find its 
articles to be both interesting and enlightening. 

R. S. Means, Architectural Engineer 
Duxbury, Mass. 


MISSING PYLON 
Forum: 


The main feature of the Florence Memorial 
(Forum, Dec. ’49, p. 100) designed by our firm 
is a pylon. To represent our design you have 
chosen to photograph an early study model, from 
which someone eliminated the pylon. 

You have chosen to photograph the model from 
above at an angle from which the Memorial could 
never be seen by anyone on the ground. 

This is an inspiring but difficult site (whose 
conditions) ... practically dictated this solution. 
Summers in Italy, when Americans are most like- 
ly to visit this cemetery, are very hot; so it was 
necessary to provide shade for all approaches, 
and for the main portions of the Memorial itself. 

If you were trying to make an incomplete and 
prejudicial presentation of this design, you could 
hardly have done better. 

James Kettum Smiru, Architect 
McKim, Mead & White New York, N. Y. 


e Forum, whose original picture (without pylon) was 
supplied by the organization which sponsored the 
exhibition of new war memorials, is pleased to show 
that the Florence Memorial has, indeed, a pylon as 
its main feature (see cut) —Eb. 

(Continued on page 64) 


Louis H. Dreyer 


Florence Memorial with pylon 
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New Crystal Clear Lucite Diamond Prismatic 
Lens plates for Miller Troffers — out- 
standing in performance and appearance 


hes 
NZ adapted from 


TRANSFLUENT LINES" 


7 |» by |. Rice Pereira 


Lighting becomes a struc- 
tural element with MILLER 
FLUORESCENT TROFFER 
LIGHTING SYSTEMS. 
Their high lighting effi- 
ciency and flexibility of 
application gives the archi- 
tect limitless opportunity 
for ceiling design — 
CEILINGS UNLIMITED* — 
to achieve architectural 
harmony and individual 
distinction of interiors. 
A BIG PLUS VALUE in 
lighting! And there’s the 
ease of installation — and 
the low maintenance cost 
— which contribute to the 
low over-all cost of Miller 
Troffers. It all adds up to 
COMPLETE LIGHTING 
SATISFACTION. Satis- 
faction with performance. 
Satisfaction with appear- 
ance. Satisfaction with 
lighting dollars wisely 
invested. 

Miller Lighting Service is 
nation-wide. Miller en- 
gineers and distributors 
are conveniently located. 
Write for our brochure — 
“*CEILINGS UNLIMITED”. 


Lighting becomes a structural element 


NZ 
-_-- -— 
7\s 
A painting illustrated in 
“PAINTING TOWARD ARCHITECTURE” 
the book about THE MILLER COMPANY'S 
collection of abstract paintings 


related to Architecture. 
Available at leading book stores 


*Reg. U.S. Pat. Off. 


Er COMPANY 


SINCE 1844 
ILLUMINATING DIVISION, MERIDEN, CONNECTICUT 


ILLUMINATING DIVISION: Fluorescent, Incandescent, Mercury Lighting Equipment. HEATING PRODUCTS DIVISION. Domestic 
Oil Burners and Liquid Fuel Devices: ROLLING MILL DIVIS!ON: Phosphor Bronze and Brass im Sheets. Strips and Rolls 


THE MI 


can give your clients 


The famous Flame of Freedom House fea- 
tured in Better Homes and Gardens, designed 
by David Searcy Barrow. 


How you can offset cost of All ‘Year air conditioning 


By deciding to use All-Year Air Conditioning in the early planning stage, you can make enough 
economies to give your client year-round comfort at little or no extra cost. Moreover, the 
features which you would eliminate—such as a screened-in porch, fireplace, attic fan, con- 
ventional heating plant—afford comfort only for a short period of time, while All-Year Air 
Conditioning provides your clients with the ultimate in comfort all year-round. 


NO STORM SASH LOWER COST NO ATTIC FAN 
WINDOW CONSTRUCTION 
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e-Yiur air conditioning 


TODAY, everyone wants the convenience and com- 
fort provided by Servel All-Year Air Conditioning 
in their homes. You can provide your clients with 
this modern unit simply by planning your homes 
around a Servel Air Conditioner. Recent studies and 
cost estimates have indicated that you can do it 
without increasing the total price. The reason for 
this is that, by planning around a Servel unit, you 
gain certain structural economies which offset the 
price of the Air Conditioning. 

For instance, a house designed for Servel All- Year 
Air Conditioning needs no fireplace. It needs no 
porch. Outside doors and windows can be kept closed 
and many windows need never be opened at all. 
That means a big saving on screens and storm 
sashes. In most parts of the country the total savings 
would more than offset the cost of the Air Con- 
ditioning. 

Keep that in mind when your clients ask you 
about Servel All-Year Air Conditioning. Keep in 
mind, too, that Servel provides them with year-round 


cost-/ 


comfort .. . refreshing cooling in summer and instant 
heat in winter. And changeover is accomplished by 
a mere flick of a switch. 


Keep in mind, also, that the use of Servel All- Year 
Air Conditioning is not confined just to one type of 
architecture. It can be easily adapted to any type, 
style, size, or shape of home your client wants. Re- 
member, by including the Servel unit in the original 
plans, you can provide it for your client at little or no 
extra cost. For full facts, ask your local Gas Com- 
pany, or write direct to Servel, Inc., 2002 Morton 
Ave., Evansville 20, Indiana. 


s practical 


as ut Ws 


beautiful. : 


That’s why U-S:S Stainless Steel deserves 
your consideration for purely construction 


applications, too. 


Ce STEEL has so many virtues as a de- 


corative medium that it is easy to overlook 
the unique combination of desirable properties 
that fits it perfectly for applications in which 
structural permanence is the prime requirement. 


Consider these facts. Stainless Steel provides 
the highest strength-to-weight ratio of any struc- 
tural material. It remains virtually unaffected 
by corrosive attack, by extremes of heat or cold. 
It offers unsurpassed resistance to abrasion, wear 
and severe service. It is incombustible. It is easy 
to clean. It does not bleed or discolor adjacent 
areas. It retains its lustrous good looks and 
superior strength indefinitely with the minimum 
of care and maintenance. With Stainless Steel, 
first cost is virtually last cost. 

In U-S-S Stainless Steel—a perfected, service- 
tested stainless—all these advantages are avail- 
able in material form in sheets, plates, strip, bars, 


wire, tubing and piping of practically any dimen- 
sion; in structural sections and special shapes of 
great variety; and in all the standard architec- 
tural surface finishes.” 


Thus with U-S-:S Stainless Steel, the architect 
and design engineer can produce structural forms 
of outstanding beauty, permanence and lifelong 
economy, as for example, Stainless-faced fully-in- 
sulated sidewall panels. These weigh only a frac- 
tion of conventional brick and tile construction, 
can be quickly erected in any weather and provide 
important economies by decreasing the load on 
foundations and building framework. 


Or he can take advantage of its light-reflecting 
properties to use U-S-S Stainless in combination 
with artificial lighting to provide interior wall 
surfaces of quickly-changed color. He will find it 
ideal for curtain wall-construction or in panel 
frames for radiant heating and cooling of rooms. 
In fact its uses are limited only by the user’s in- 
genuity. The long list of architectural applica- 
tions shown below are only a few of the many 
ways in which U-S°S Stainless Steel can be used 
to insure lasting beauty and outstanding utility. 


U°S°S STAINLESS STEEL 


SHEETS STRIP PLATES - BARS 
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Here’s where U-S-S Stainless Steel 
will improve appearance, prolong life and reduce costs 


Gutters, leaders and flashings - Copings and cornices 
Window frames, sashes and screens 
Sculpture-relief or free-standing - Elevator doors and cars 
Heating panels - 
Fireplace facings - Multistoried building pilasters - Store fronts 
Parapets and spandrels - Wallpanels 
Doors, interior and exterior - Kick plates and push plates - Sills 
Stair rails - Escalator housings 
Shower stalls - Grilles, plaques, louvers 
Revolving doors 


Ss TATE S 


PIPE - TUBES - WIRE - SPECIAL SECTIONS 


Show windows 
Stair and door nosings - Hardware 
Chutes and conveyors 
Interior and exterior trim 


Cold-formed sections 


Decorative trim 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES: CLEVELAND, OHIO + CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH & CHICAGO 
COLUMBIA STEEL COMPANY, SAN FRANCISCO - NATIONAL TUBE COMPANY, PITTSBURGH - TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
UNITED STATES STEEL SUPPLY COMPANY, WAREHOUSE DISTRIBUTORS, COAST-TO-COAST + UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


> 7 £€ £ L 


She walks into the kitchen... she thrills... and the stage is set for a sale. Those Micarta 
sink and counter tops say “This house is modern! Luxurious!” 


Yet the cost is moderate and the advantages are many: 


Micarta means GLAMOUR — smooth, lustrous, colorful surfaces in interesting 
patterns or solids. And they stay that way!- 


Micarta means CLEANLINESS — no kind of cooking grease, condiment, household 
cleanser, detergent, dilute acid, fruit juice can stain Micarta. 


Micarta means LIFE-TIME WEAR — resists scratching, denting or chipping — 


is undamaged by cups, silverware, or even pots and pans. 


Any wonder everyone wants Micarta on utility surfaces everywhere? 


Micarta is the miracle 
plastic surface every- 
body sees on soda foun- 
tains, lunch counters, 
restaurant tables and 
bars. Now smart build- 
ers are using it to 
glamourize kitchens, 
bathrooms and play- 
rooms. 


MICARTA is manufactured 
by WESTINGHOUSE and 
sold for decorative purposes 
only, by UNITED STATES 
PLYWOOD CORPORA- 
TION. 


Ceo MICARTA 


Made in 2 forms: 
1/16” sheets, used by fabricators who have the 
necessary bonding equipment, 


7B” and 114” panels: the 1/16” sheet bonded 
with waterproof glue on waterproof Weldwood 
plywood. Used by fabricators who do not bond 
themselves, and for on-job installations. 
Available in: 
18 solid colors, 18 colors in patterns: Linen, 


Foam and Mother of Pearl, 4 true wood veneers 
(known as TRUWOOD) 


Micarta equals or exceeds the standards of 
National Electrical Manufacturers’ Association. 


a a a ae eS | 


UNITED STATES PLYWOOD CORPORATION | 
55 West 44th Street . New York 18, N. Y. | 
Please send FREE SAMPLE of Micarta — and complete | 
data. ] 
NAME 3 yy 9 ee : 
COMPANY | 
ADDRESS. 
CITY 1), 


A. F. 2-50 


Designed and Engineered > 


HERE’S HEATING COMFORT ... AND WORKING COMFORT, TOO. 
The trim gas-fired Mohawk Winter Air Conditioner with its 
Forge Red jacket, actually complements the furnishings of this 
basement workroom. Engineered to give long, trouble-free 
service, the Mohawk operates quietly, efficiently, as smooth as 
clockwork. And that’s true of all American-Standard Heating 
Equipment. The complete line covers every type of fuel—and 
includes boilers, radiators, convectors and baseboard radiant 
panels, plus warm air furnaces and winter air conditioners. 


THE MOST RIGID HOSPITAL REQUIREMENTS ARE MET by 
American-Standard Plumbing Fixtures. They are built for 
greatest convenience in use, durability and easy cleaning. 
And they are designed to fit the specialized hospital needs 
for treatment rooms, operating rooms and laboratories as 
well as patients’ rooms and all general purposes. The gen- 
uine vitreous china Scrub-up Sinks, illustrated, are in the Sid 
Peterson Memorial Hospital, Kerrville, Texas. Architect: 
Addis E. Noonan, San Antonio, Texas. 


62 Architectural FORUM February 1950 


for every kind of job 


@ Look over the new construction jobs 
that are going up today and you'll find 
more and more of them with heating 
equipment and plumbing fixtures by 
American-Standard. This isn’t surpris- 
ing when you remember that the Amer- 
ican-Standard line is the most complete 
in the industry, and includes products 
for even the most specialized needs. 

This variety of products offers the 
widest flexibility in designing and 
styling for structures of almost every 
size and type . . . whether for houses, 
hotels, schools, hospitals, or large indus- 
trial buildings. 

In design and in performance, you 
can rely on American-Standard Heating 
Equipment and Plumbing Fixtures to 
do the job right. Your Heating and 
Plumbing Contractor will be glad to 
give you up-to-date information on the 
complete line. American Radiator & 
Standard Sanitary Corporation, P. O. 
Box 1226, Pittsburgh 30, Pa. 


THE RUGGED SERVICE CONDITIONS encountered in 
schools provide a real test for plumbing fixtures. Amer- 
ican-Standard products are popular with 
authorities because they will take a lot of rough treat- 
ment ... they’re hard to mar, easy to keep clean. These 
Chinal Urinals and Lucerne Lavatories are located in 
the St. Athanasius School, Evanston, Illinois. Archi- 


tects: Meyer & Cook, Chicago, Illinois. 


DISTINCTIVE BATHROOMS FOR A DISTINCTIVE HOTEL! The bathrooms of the 
ultra-modern Beverly-Carlton Hotel in Beverly Hills, California, are equipped 
with American-Standard Plumbing Fixtures. These quality fixtures, which 
add so much to the convenience and comfort of hotel guests, fit right in with 
any type of construction . .. they'll add much to the appearance of any build- 
ing you design. Architect: Sam Reisbord, Los Angeles, California. 


SPACE SAVING IS AN IMPOR- 
TANT CONSIDERATION in tour- 
ist courts. And this Arco Mul- 
tifin Convector, installed in the 
Bucking Horse Tourist Court in 
Rawlins, Wyoming, not only 
saves space but, with the Ameri- 
can Enclosure, makes an attrac- 
tive installation. It provides effi- 
cient heating throughout the 
room. Architects: Kellogg and 
Kellogg, Cheyenne, Wyoming. 


American - Standard 


First in heating... first in plumbing 


AMERICAN-STANDARD * AMERICAN BLOWER - CHURCH SEATS - DETROIT LUBRICATOR * KEWANEE BOILERS - ROSS HEATER - TONAWANDA IRON 


Today, the modern home contains 
every convenience to assure the 
comfort and peace-of-mind of 

its owner. 


| NOW | You can profit by incorpo- 


rating the highly desirable 
feature of protection for family papers 
and valuables in your construction. 
It’s the easy, practical, modern way 
to increase the sales appeal of 
your new homes. 


Install Mosler Wall Safes for real 
burglary protection. They are easy anc. 
economical to install—and the 

extra advantages they offer prospective 
owners far outweigh their modest 
price. Available in a variety of sizes 
to fit any requirement. 


Y 
"i 


Public Buildings, Factories, Institutions 


Mosler offers a complete line of internationally 
known and respected burglary-and-fire resistive 
equipment—from wall safes to Mosler’s new 
money-saving non-grout vault doors. For 
valuable, detailed information, mail the 

coupon below, today! 


ge Mosler Safe c 


Main Office: 320 Fifth Avenue 
New York 1, N. Y. 


FILL OUT AND MAIL TODAY 


= DN i 
Dealers in principal cities | i 
Factories: Hamilton, O. I The Mosler Safe Co., Dept. AF I 
e 320 Fifth Ave., New York 1, N. Y. I 
Largest Builders of Safes | 1 
and Vaults in the World | Please send me your free booklet “Mosler Safes and Vaults’ | 
I 
| IN GING yc Slana ste ceatateleuct cc: alae Ieee eters int tara tee rete ce ; 
I Business | 
I Address cps 2 oiSiewisseschesis wise Oh eee a eS l 
i i 
Builders of the U. S. Gold Storage Jo City. . ee eee ZONE wis 2 ss DeLee canoes Ate, neni I 


Vault Doors at Fort Knox, Ky. 
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ALLEN & EINSTEIN 
Forum: 


I can ill afford the time to write you a letter 
as I am checking Doctor Einstein’s new equations 
on the nature of gravity. Up to now the only 
feeling I had about gravity was a wistful desire 
to remove a little, but that was the old Allen. The 
new Allen is going to take a keen interest in 
great social problems such as whatever happened 
to free suspenders with each pair of pants, the 
New York water shortage and all like that. I am 
not sure who first detected the water shortage in 
New York but it is safe to assume it was not a 
convention delegate. 


The question of the nature of gravity should 
engage our brightest intellects, and it is: Doc 
Einstein’s and mine. Look at it this way: if any- 
thing happens to gravity you are going to look 
pretty silly if every building you design floats 
around in the air 5 ft. above the foundations. 
Imagine having buildings up in the air, as well 
as clients. This could be a crisis. However, there 
would be compensation, Elevator maintenance 
would be cut sharply as it would be cheaper to 
have the elevator hold still while the building 
went-up and down. Elevators are a sensitive point 
with me: at present as the owner of the building 
in which I have my office is putting in four new 
ones. The tenants regard this move with justifiable 
suspicion as the time for new leases is approach- 
ing. As I pointed out to my colleagues, it would 
be,a new switch if the landlord raised the tenants 
as fast as he does their rent. (If my landlord 
subscribes to Forum, tell him this issue was lost 
in the Johnstown flood.) 

You will be pleased to hear that all is well 
in my native city and the population is multi- 
plying rapidly, although not to such an extent 
that they are planning to change the name to 
Grand Rabbits. I have tried this witticism before, 
locally, and it was invariably greeted with an 
outburst of apathy. You too, huh? Well, I will 
go back to gravity. 

I understand everything about the Einstein 
equation except what the h--l it means (I write 
a column for the Grand Rapids Press and in the 
Grand Rapids Press it always comes out h--l. 
I also do a broadcast every Sunday on the CBS 
station—WJEF, to be exact—it always comes out 
“heck.” I suppose in Forum it just comes out.) 
But the general idea seems to be that we have 
been mistaken about gravity all this time. It 
seems gravity has something to do with electro- 
dynamics, or it might be electroplating. I hope 
it was electroplating because, if it was electro- 
dynamics, there will be a union jurisdictional 
debate and in no time it will be illegal to have 
an apple fall off a tree and hit Isaac Newton on 
the head unless a stand-by electrician is em- 
ployed. At this thought I resemble Doctor Ein- 
stein more than ever; my hair is standing on 
end, too. 

Rocer ALLEN, Architect 
Grand Rapids, Mich. 
(Continued on page 70) 


Include electrical living 
for as little as 
$4.80 a month! 


You offer your prospects the added advantage of com- 
plete electrical living when you include the G-E Kitchen 
Package in the long-term realty mortgage. 


Everyone who can afford a home can afford an extra 
few dollars a month for a General Electric Kitchen! 
Further, the economical operation, low maintenance and 
long life of General Electric appliances may offset the 


COIN PICT E 
program!! 


Tested builder 
advertising and 
promotion plans! 


Your General Electric distributor is ready to offer you 
a complete merchandising program, supported by tested 
builder advertising and promotional material .. . all 
designed to help you sell your homes faster. 


Make the most of these tested plans that have helped 
so many builders throughout the country. Contact the 
General Electric distributor in your area. 


slight increase in monthly payments! 


Architectural Consulting 
Service for you! 


Visit the General Electric Home Bureau in Booths No. 
74 and 75, and sit down with us at our roundtable. There 
will be General Electric planning experts there to talk 
with you about your 1950 projects. 


| Our Architectural Consulting Service, we believe, can 
| be of great assistance to you in designing and improving 
kitchens and layouts for your houses! 


You've all to gain by bringing your house plans to 
Chicago. However, if you can’t be at the Convention, 
contact your G-E distributor, or just address a note to 
| us and we'll seetthat you receive all the facts you need. 

Home Bureau, General Electric Company, Bridgeport 
2, Connecticut. 


You can put your confidence in— 


GENERAL @@ ELECTRIC 
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WHICH HAS THE TONI? 


ulek Change: tire. Style 


R-W DeLuxe FoldeR-Way Partition 
FULLY AUTOMATIC—ELECTRICALLY OPERATED 


R-W DeLuxe FoldeR-Way Partition, bi-parting, 64” x 22’ opening. 


Just a turn of the switch key and the 
R-W DeLuxe FoldeR-Way Partition 
goes into operation silently and swift- 
ly ... locking and unlocking, opening 
and closing automatically! Designed 
specifically for school gymnasiums, 
auditoriums, stages and other high or 
wide openings—no matter how large 
—to be closed against light and sound, 
electrically operated FoldeR-Way 
Partitions are the answer to present- 
day problems of economy in space 
and expenditure. They transform any 
large indoor area into two smaller 


R-W Offers a Complete Line 
of Single and Multiple Action 
Classroom Wardrobes 


R-W No. 833 Multiple Action-Master Control 
Door Wardrobe 


Richards-Wilcox Classroom Wardrobes 
are outstandingly popular because they are 
designed to give maximum space for 
pupils’ wraps without overcrowding—be- 
cause simplicity of design and installa- 
tion in wall recess means low cost. Ward- 
robes are available in Single or Multiple 
Action-Master Control Door units with 
mounted slate or cork boards. Each door 
opening accommodates eight to ten pupils. 


Richards-Wilcox Mfg 


A MANGER FOR ANY DOD 
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THAT SLIDES" 


AURORA, ILLINOIS, U.S. A. © Branches in all principal cities 


ones—a quick change made entirely 
without manual effort. 

Yes, you turn the switch key and 
R-W does the rest! DeLuxe FoldeR- 
Way locks to the floor without floor 
bolts, keepers, guides, tracks or man- 
ually operated sealing strips, pressure- 
sealing itself to the floor for complete 
soundproofing. When bi-parting par- 
titions are installed, both halves are 
synchronized to operate simultane- 
ously —all sections are full-size, equal 
width doors folding in accordion fash- 
ion into jamb or pocket. 


Ale... 


Uninterrupted R-W Service to 
HOME, INDUSTRY and FARM 


Since 1850 


®@ In industry, conveyor systems to solve any 
overhead handling problem. 


@ In the home, R-W Silver Streak Vanishing 
Door Hangers and Aluminum Track afford 
quick, economical conversion to space- 
saving Disappearing Doors. Complete 
hardware for mcdern overhead garage 
doors. 


For the farm, barn door hardware up to 
any size, gable door fixtures, stay rollers, 
latches, etc., that perform up to par year 
after year. 


Get all the facts about Richards-Wilcox 
cost-cutting, space-saving FoldeR-W ay Par- 
titions and Classroom Wardrobes now— 
write today or call your nearby branch office 
for complete information without obligation. 


RICHARDs J... 
WILCOX JXxee 


C. Sak 


OVER 70 YEARS 
anes eS Kon nH XOX RX XK 


Morocco’s Twelfth Century gate 


Forum: 


Relative to the Forum’s recent interest in Louis _ 
Sullivan (“Genius and the Mobocracy”—Forum, 
Aug. 749), I thought that you might find this 
picture of a Twelfth Century Gate in Marrakech. 
Morocco, of interest. When compared with a ' 
photograph of Sullivan’s famous Transportation 
Building at the Chicago Fair of 1893, the reac- . 
tion might well be “which building has thie 
Toni?” o 

Greorce SmitH, Architect 
Springfield, N. Y. f } 


Sullivan’s 1893 “gate” 


Es 
TICKETS FOR FURNACES ] 
Forum: x 


On page 160 of your November issue you list 
United Air, Inc., Seattle, Wash., as the manu- 
facturer of various new domestic air heaters. 
Assuming this to be correct, I wrote for informa- 
tion. 


United Air Lines replied: “We are in the 
airline business, and we would be glad to sell — 
you a ticket any place that you would like to go, 
but we do not make furnaces. . . .” - 

Can you clarify this for me? 

C. D. Amann, Builder 
Stockholm, N. J. 


© Forum apologizes to United Air Lines, United Air 
Heaters, Inc., of Seattle and to Forum’s misguided 


readers.—Ep. 
(Continued on page 74) 


Am conditioning does. In the new Ring Office 
Building, Washington, D. C., all of the mechani- 
cal elements of the Carrier systems are located in 
a penthouse on the roof. This novel design pro- 
vides extra office space in the basement, all but 
eliminates condenser water mains. 

The Carrier Conduit Weathermaster System 
saves space, too. Small-diameter conduits take 
the place of bulky ducts, require only about 15% 
of the space. Another Conduit advantage is that 
the tenant may dia! the climate he prefers. 


AIR CONDITIONING 


RING CFFICE BUILDING, Washington, D.C. Architect, Ring Engineering Co., Inc. Designer, Francis L. Koenig. Engineer, Karsunky, Weller and Gooch, Washington, D.C Contractor, Mehring & Hanson Company, Arlington, Va- 


Does this advantage draw tenants? Does it pay 
off? The Ring Engineering Company say “Yes,” 
and have ten years of experience to back them up. 
Because the first Carrier Conduit Weathermaster 
System to be installed in an apartment building 
went into their Marlyn Apartments in 1938. 

Now, in the Ring Office Building, they’re get- 
ting a “second helping.” And that is pretty good 
evidence that Ring Engineering Company thinks 
that Carrier is their best investment. Carrier 
Corporation, Syracuse, New York. 


REFRIGERATION » INDUSTRIAL HEATING 
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The Cycle 
of Contentment 
in Our 
Surroundings 
is Ever Changing 


In widely-separated areas of the United States, these 
modern homes testify to the substantial quality and 
beauty offered the owner when THOROSEAL is used 
for exterior masonry protection. 


THOROSEAL, to fill and seal masonry surfaces of 


brick, tile, manufactured block, stucco, 
adobe or poured concrete, 


and 


QUICKSEAL, in many beautiful tints, to finish off 


the surface. 


The attractiveness of home, office, factory, warehouse, 
farm or commercial structure of any type is in its adap- 
tability to change. QUICKSEAL (finish coat), in selected 
color tints, offers many desirable changes. 


When VaBar is used as plaster bond on interior ma- 
sonry surfaces of all exterior masonry walls, satisfaction 
and assurance of protection to interior plaster and 
painted surfaces are guaranteed. 


For The THORO System Guide, for the designer and specifica- 
tion writer, consult WATERPROOFING section of 1950 Sweet's 
Architectural Catalog, 9a/18, 


OR 


- 


Write for our 20 page 
brochure, pictorially de- 
scribing masonry prob- 
lems, and specification 
writer's wall chart. 


tondard Dry Wall Products 


BOX X.NEW EAGLE ,PENNA. 
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Walseal® products 


DISTRIBUTORS IN 


insist on 


and be certain 


=the FACTORY INSERTED Ring insures FULL PENETRATION 
of the Silver Alloy ...a perfect joint — 


Today, contractors... builders... archi- 
tects are using brazed connections, in 
ever increasing numbers on their brass 
and copper pipe runs. However, they 
must be certain that the correct brazing 
alloy is used; that the joint has penetra- 
tion of alloy up the shoulder of the fitting. 

That’s why more and more are turn- 
ing to Silbraz® joints made with Walseal 
valves, fittings and flanges which assure 
the proper amount of alloy with no waste. 
They know that the finished joint not 
only will withstand hydrostatic pressure, 
but it will also withstand terrific impact 
and vibration — in fact, no correctly 
made Silbraz joint has ever been known 
to creep or pull apart under any pressure, 


shock, vibration or temperature which 
the pipe itself can withstand. 

Furthermore, it is a relatively simple 
operation to make a Silbraz joint — no 
heavy scaffolding need be erected... just 
cut the pipe, flux, assemble, then braze, 
following the technique recommended by 
the Walworth Company. A silver braz- 
ing alloy — FACTORY INSERTED — 
in each port flows out when heated with 
the oxyacetylene torch, making a joint 
that is stronger than the pipe itself ...a 
one-hand operation, with the mechanic 
out of the path of the deflected heat — at 
all times. 


For full information about Silbraz joints made 
with Walseal products, write for Circular 84 


WALWORTH 


valves and fittings 
60 EAST 42nd STREET, NEW YORK 17, N. Y. 


PR TN CT PsA 


CENTERS 


THROUGHOUT THE 


WORLD 
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ocee THE ONLY 
SHOWER CABINET WITH A 
VITREOUS PORCELAIN ENAMEL INTERIOR 


The smooth, glass hard, vitreous porcelain interior 
surfaces of the Admiral Shower provide the ultimate in cleanliness and 
sanitation, they remain white and impervious to wear for a lifetime. 


Exterior of side and back panels are regularly finished with vitreous porcelain 


enamel ground coat, but can be furnished to match interior at small 
extra cost. Front stiles and head rail, bonderized, galvanized steel finished 
in white synthetic baked-on enamel. Receptor, deep type terrazzo 
made of black and white marble chips and white cement. Sizes 
36” x 36” x 80” and 40” x 40” x 80”. Illustration shows this shower 
equipped with a Fiat Dolphin heavily chromium plated glass door. 
The Admiral shower is suitable for high grade residential and 
institution installations. 


Complete specifications in Sweets’ Architectural Catalog 
File, or write any of the three Fiat plants for catalog. 


FIAT METAL MANUFACTURING CO. 


Three complete plants 
Long Island City 1, N. Y. 


Chicago 13, Ill. 
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Los Angeles 33, Calif. 


In Canada—Fiat showers are made by Porcelain and Metal Products, Ltd. Orillia, Ontario 


SCHOOLS 
Forum: 


The October issue of ForuM is a tough job well 
done. Our hats are off to you for calling a spade 
a spade and showing actual examples of the 
monumental monstrosities that many school 
boards are building all over the country. I think 
that Bill Caudill did a good job on school site 
location in the community and only wish that the 
importance of that item could be stressed more 
and more. 


__ Schools. located. on highways, - thoroughfares, 


etc., for “easy access” are poorly planned schools 
in my opinion, even though they incorporate the 
latest in lighting, ventilation, etc. I think the im- 
portance of the relationship of the building to its 
environments and proper placement in the com- 
munity is a phase that has been too long neg- 
lected. Perhaps it may be argued that this gets 
into city planning, but after all, architecture 
should be part of city planning and vice versa. 
CHARLES GRANGER, Architect 
Austin, Texas 


Forum: 


I was pleased, indeed, to find the entire October 


issue given over to schools, 


Although our business is school art supplies 
(Crayolas), I think that the greatest art service 
that can be rendered the schools of today is pro- 
motion of more practical buildings. 


I would like to pass the good gospel on to the 
many school people I meet in my Middle West 
territory and hope you printed a generous stack 
of this special reference issue which should go to 
every school superintendent in the nation. 

Sicrip Rasmussen, Art Consultant 


Brnney & SmirH Co. 
Menomonie, Wis. 


e A limited number of extra copies are available 
at $2 each.—Ep. 


Forum: 


Shame, shame, shame on Forum, ... The Octo- 
ber cover quickly caught my eye and also a yery 
obvious mistake. Why in heavens name does the 
light from the windows come from the right of 
the students? Has it not been accepted that the 
light should enter a classroom from the left so 
the shadows cast do not interfere when the stu- 
dent is writing? And if the Forum answers, 
“There are also windows on the left of the stu- 
dents,” then will not two shadows be cast upon 
an object on a flat surface?... 


Epwarp W. BEtrKe 
Chicago, IIl. 


* Forum’s symbolic cover classroom was lighted 
trilaterally, which cuts down shadows even more than 
bilateral lighting. If the room had only the one 
window wall shown, the desks would have faced the 
opposite direction.—Ep, 


a> v. 


marb 


Write 

for latest literature 

on foreign and domestic 
marbles. 


is a sanitary cloak of protection... 


Marble is without equal 
for those installations 
which require complete 
sanitary protection. It is 
uniquely adapted to the 
most recent trends in new 
design and retains its sani- 
tary qualities year after 
year with minimum main- 
tenance. 

As a non-absorptive, 
germ resistant and odorless 
material, Marble is the an- 
swer to continuous moist- 
ure, cleaning and scouring. 
It does not easily break, 
crack or chip; it will not 
scale, peel, lose its color, or 
deteriorate. 


Marble Institute 
of America, inc. 


108 FORSTER AVENUE, MOUNT VERNON, N. Y. 
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I. was midnight some 175 years ago 
that a man rode through the countryside call- 
ing his neighbors to arms. 

Freedom was at stake. 

History with deadly finality records the out- 
come of the struggle set off by that ride—a strug- 
gle that ended in freedom for all the people of 
this country—a freedom we take too lightly today. 

Maybe it’s because 175 years is a long time 
and none of us can remember that far back— 
maybe it’s because we have gotten used to this 
thing called freedom—maybe it’s because we 
have had it so long we can’t imagine life without 
it—maybe we believe we just cannot lose it. 

But we can! 

Today, the threat against the freedom of the 
American people is as great as it was that mem- 
orable night 175 years ago. Insome sense greater. 
Guns do not threaten us—not yet at least—but 
an idea, a plan, artfully disguised, promises us 
the “‘secure”’ life. 

What will it cost ? Not much—just our freedom. 


Now, let’s forego all the high sounding lan- 
guage and get down to cases. What threatens 
our freedom? 

The threat is two-fold ... from the outside and 
from within. It isn’t hard to identify the danger 
from the outside. Some twenty years ago, the 
leaders of Communism and Socialism brought 
their threats into sharp focus when they declared 
their operating policies for the future. Both con- 
tained a simple philosophy. Bore from within— 
take a little at a time. Usurp high office—guide 
the evolution until it becomes complete. 

Has any of that happened ? 


nd Performance 


The Communist trials in our country have been 
most revealing. Every day the press and radio tell 
us of new infiltration into high places. Nor have 
the ranks of labor escaped. 

What about the inside? 

That can easily be answered by another ques- 
tion. Do the American people have as much free- 
dom of use of the money they earn as they did 
ten years ago? They do not! More people sur- 
render a larger part of their money for tax use 
than ever before in history. More restrictions 
curb more people than ever before. More com- 
pulsion over the entire populace is advocated. 
It is a mounting trend becoming more inclusive 
every year. All of this is offered under the glib 
promise of liberating man from economic servi- 
tude—of a planned life—a total welfare. 

So, we have the two threats... one from the 
outside and one from within. 


It is doubtful that the American people are 
fearful that Communism will take over our coun- 
try in the foreseeable future. It is doubtful too 
that they are unduly alarmed that Socialism as a 
method of government will replace our govern- 
ment. 

But, what they do not understand is that a 
creeping Socialistic pattern is spreading itself 
from within—that it can advance to a point from 
which there can be no retreat. Because this 
Socialistic pattern moves forward a little at a 
time, it is not spectacular enough to be recog- 
nized for the dangerous thing it is. It is so easy 
to accept glittering promises—broad general- 
ities, that mask the eventual result. 


So, what is to be done about it? 

We believe the state of the nation calls for a 
Command Performance from Business—a per- 
formance to stop this creeping Socialistic pattern 
which threatens the freedom of all. 

Why does business get the call? There are 
two reasons. 

First, business should do this job because of 
its obligation to people. That is not a new con- 
tention at Ceco. For three years, Ceco has been 
advancing the thought that the prosperity and 
security of our nation are tied unremittingly toa 
four letter word W-O-R-K. Ceco has said and 
still says management must work more at man- 
aging. We believe this job is the most important 
task in the over-all concept of management. It is 
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up to alert management to provide real security 
in the present, as well as the future, to prove that 
responsibility for economic welfare belongs in 
ptivate, not in public hands. 

The second reason is that business—business 
men—ate the best qualified for the job because 
American business knows most about selling. 
Businesses grow because business men sell their 
product. Is merchandise more important than 
the system which produced it? Isn’t the system 
worthy of our best selling talents too? Yes... 
Business must and should sell the idea that real 
security and freedom for all are possible only 
under a virile free enterprise system. 


Business must expose the alluring misrepre- 
sentations that spawn the myth “you can get 
something for nothing.” It must boldly proclaim 
the simple truism that welfare projects cost 
money—cost the people their own money. For 
government has no money except that which is 
given it by the people through taxes. It must 
show that excessive taxation is creating a com- 
petition to industry which is \challenging its 
right to lead—its right to guarantee economic 
freedom to people. It must question the cost 
which could be more than money. Unchecked, 
taxes can bankrupt the people, bankrupt busi- 
ness, thus making it impossible for individuals 
acting in private capacities—for business, through 
free enterprise management—to provide jobs, 
improve working conditions, assure real security. 

It was protest against excessive taxation that 
occasioned the midnight ride 175 years ago. 
Now, as then, the same danger threatens. 

Yes, freedom 7s at stake! 

Business must create a crusading attitude to- 
ward free enterprise. Here the problem is not 
simple. For lately, the people are taking lightly 
our system of private endeavor which has had a 
moving influence on life around the world and 


given us the highest living standards ever. They 
are “going along” thinking little of where it 
leads. They are not yet alarmed. Therefore, wn- 
reserved belief in that which we so casually call 
the American Way of Life must practically be 
revived. New vigor must fire appreciation of the 
system of individual effort and reward. There 
must be reaffirmation of faith in the dignity of 
man, in the real security to be found only in the 
individual acting in self-interest guided by con- 
science and a sense of fair play. All the people 
must be awakened. There must be 150 mzllzon 
individual crusades in this country, acting in 
concert, to keep the American Way of Life vital. 

Business men must light the fire of a passion- 
ate belief within all the people—a belief in our 
way of life that burns brighter than any fanatical 
faith in the destiny of any other system. 


Once the people know the danger, once their 
enthusiasm for incentive living reaches crusad- 
ing fervor, they will know how to act. They will 
see through the will-o’-the-wisp promises of an 
inexhaustible public purse. They will recognize 
the fallacy of ‘‘something for nothing.’ Their 
“‘horse-sense’’ will renounce it. But to bring all 
this about, business men must become vocal. 
Each business must inform its own people. From 
little companies employing only a few, to big 
corporations employing many thousands. This 


‘program can succeed. The drift toward public 


dependency can be stopped but business men 
must be articulate and act decisively. 

Mr. Chairman of the Board, Mr. President of 
Industry, Vice Presidents, Managers, yes—all of 
us—must get off of our pants and into the plants. 
We must meet with the people... talk with the 
people... work with the people. This isn’t 
something that can be done by writing a check! 

Let’s accept this call for a Command Perform- 
ance now! Today! ! This very minute!!! 
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STEEL WINDOWS AND DOORS « METAL SCREENS * ALUMINUM STORM WINDOWS ¢* COMBINATION WINDOWS AND 


DOORS ¢ METAL LATH ¢ STEELFORMS ¢ REINFORCING STEEL 


¢ STEEL JOISTS AND ROOF DECK * ROOFING PRODUCTS 


CECO STEEL PRODUCTS CORPORATION 
GENERAL OFFICES: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 
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in Insulation Board Plank is available in 
Gray-tex and Green-tex. This new finish gives 
this popular material an arresting new 
beauty for use in a variety of interiors. 
Flame resistant surface finish conforms to 
U. S. Dept. of Commerce Commercial 
Standard CS42-49 Class F. 
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For many years, continued development of Insulation 
Board Products has constantly increased their use in 
many new markets. Now Flintkote brings you new prod- 
ucts that make these materials even more desirable for 
interiors of commercial buildings and homes. 


Stores, clubs, schools, theaters, cocktail lounges, com- 
munity buildings, dens, recreation rooms ... any and all 
of your clients looking for an interior that combines good 
appearance with economy and service... will thank you 
for recommending Flintkore Interior Insulation Board 
Products. 


These materials are available in a wide variety of types, 
sizes and colors that give you great scope in design. In- 
stallation is fast and easy. Serviceability is excellent. And 
the price is right. 

Get complete information on the latest Flintkote devel- 
opments in these popular products for interior finishes. 
Write: The Flintkote Company, Building Materials Divi- 
sion, 30 Rockefeller Plaza, New York 20, N. Y. 


FLINTKOTE 
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Leth-R-Grain 
Insulation Board 


adds even more versatility to this popular, 
low-priced product for interior finishes. 
Available in Morocco Red, Antique Brown 
and Jade Green... these striking new pan- 
els (3’ x 8’ and 4 x 8’) are ideal for wain- 
scoting, decorative panels or overall wall 
finish. Rugged, simulated leather finish is 
washable and scuff-resistant. 


FLINTKOTE’S Sensational 
New Developments in 
Interior Insulation 

Board Products 


FLINTKOTE BUILDING BOARD is an eco- 
nomical insulating and structural board 
4’ wide, available in a number of lengths. 
The factory-finished White surface can 
be painted without priming, or installed 
without further treatment. Flame resistant 
surface finish conforms to U. S. Dept. 
of Commerce Commercial’ Standard 
CS42-49 Class F. 


FLINTKOTE INSULATION TILE BOARD 
comes in 4 sizes and 4 colors (White, 
Green, Gray and Decoblend . . . a pleas- 
ing blend of coral tones). Blind nailing 
joint insures a neat installation. Flame 
resistant surface finish conforms to U. S. 
Dept. of Commerce Commercial Stand- 
ard CS42-49 Class F. 


In addition to the same colors as the Tile 
(above), FLINTKOTE INSULATION BOARD 
PLANK is available in the new Gray-tex 
and Green-tex finishes. Widths are 8’, 
10”, 12’ and 16”; lengths: 8’, 10’ and 
12’. Flame resistant surface finish con- 
forms to U. S. Dept. of Commerce Com- 
mercial Standard CS42-49 Class F. 
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Maynard Parker 


CHINA AND GIFT SHOP BY FRANK L LOWD WRIGHT 


SAN FRANCISCO, CALIFORNIA 


FOR V. C. MORRIS, 


MAIDEN LANE, 


World-wide repercussions followed the opening of Frank Lloyd 
Wright’s brick-front, circular-roomed, spiral-ramped San Fran- 
cisco store. This many-sided impact is conveyed in the words 
of a front-rank architectural observer, of the owners, of the 
plastic consultant, finally the architect. 


Said the observer of architecture: 

“After doing everything but stores for 40 years, Frank Lloyd 
Wright emerges with this iconoclastic shop for V. C. Morris, 
San Francisco dealers in modern silver, glass, china and linen. 
“'Today every freshman architect, every Main Street merchant, 
knows that a modern store has an open front and a free-flow 
plan. Frank Lloyd Wright knows these things too. He might 
even be said to have invented them. And it is in full and happy 
consciousness of heresy that he has chosen to ignore them, 
along with all the other clichés of contemporary store design. 
“Instead of the conventional open front, his shop presents to 
its narrow street a big blank wall of golden yellow brick. 
“Instead of the conventionally open plan, there is a great spiral 
ramp modeling the interior into sharply defined sales areas. 
“Instead of conventionally correct ‘scientific’ lighting, illumi- 
nation is here that is indefinable, atmospheric. 

‘Even the display technique is unorthodox, for most repetitious 
articles are stored out of sight, and visible merchandise is 
treated as part of the architecture. 

“The architect has flouted every ‘rule’ of modern merchandis- 


Photos: Maynard Parker 
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THE ENTRY ARCH (BELOW) IS HALF GLASS AND OPENS TO A CIRCULAR SPACE DEFINED BY SPIRAL RAMP TO A MEZZANINE. 


ing, yet everyone must admit that the store works at least as 
well as its stereotyped contemporaries. Are the rules too 
simple? Or does it take a master architect to play the game 
his own way and still come out ahead? 

“Consider the facade. It is not open, nor is it truly shut, for the 
wall is negated as snobbish barrier by the compelling invitation 
of the funneled archway and negated as awesome mass by the 
paradoxical brick-into-glass entrance vault that reveals the 
brickwork as a thin veneer. The passerby is arrested by the 
bold bare wall, quiet, urbane, elegant among its vociferous 
neighbors, and is tantalized by his glimpse of the interior. 
Anticipating delight through surprise (an emotional sequence 
generally overlooked), he tends to accept the invitation of the 
flaring arches. | 
“Inside he finds release in a world of undreamed fantasy, all 
gold and gray and white, dominated by a ramp that spirals up 
like Jacob’s ladder—or a wave checked in its break—toward 
light that filters through a translucent screen of plastic disks 
and half-bubbles, clustered in brass tubing and suspended 
beneath skylights. The circular spiral of the ramp is the per- 
vading theme, developed in endless variation: reduced to disk 
or hole, elongated as cylinder or tube, blown into domes and 
spheres. Shapes of mass and void become complex, involute, 
as these basic forms cut through each other in space and light, 
yet it is all so vigorously organized that the total effect is one 
of singleness, breadth and peace. 
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“The visitor tends to extend his pleasure from the building to 
the wares displayed in the satiny black walnut cases and the 
circular wall niches. His transformation into a customer is ac- 
complished with dignity and dispatch. 

“The shop is in a way an autobiographical sketch of its archi- 
tect, from the arch-pierced masonry wall in the grand tradition 
of Richardson and Sullivan to the spiral ramp of the museum 
for New York. Yet its glance is not behind but ahead. And if 
Frank Lloyd Wright is as prophetic here as he has been in the 
past, we may confidently expect a revival of that half-forgot- 
ten, half-remembered element of architecture—the Wall.'’— 
Elizabeth B. Mock 


Said the owners: 

“As visitors (from the world over) enter through the arch they 
stand for a moment to gaze at the rhythmic spiral forms of the 
central ramp, on and up to the patterned fantasy of the hang- 
ing screen with its groups of luminous opalescent bubbles 
appearing to ascend in clusters through the ceiling. It is for 
them a breathless moment... . 

“Our needs were practical as well as esthetic: an architectural 
setting for the display of glass and silver, china, linens and 
art objects for the contemporary home, and a place where 
combinations of these accessories can be leisurely assembled 
and chosen. Low comfortable benches are needed where one 


Cy 


LING WHOSE BUOYANT OPALESCENCE HAS DEFIED PHOTOGRAPHY 


may experiment with combinations of silver, glass and china 
or may consider and study an object of art in relation to one’ 
home or as a suitable gift. Without sacrificing spaciousness 
drawers and shelves are conveniently incorporated. .. . 
‘We were scared to death to ask so great an architect to hel 
us, but he said we need not be, it would be a pleasure. Instanth 
he decided that we would use a ramp: a staircase would be to 
tight, an elevator would want more height. We had though 
of the ramp as straight but here it came, the easiest shape t 
negotiate. We have had old people walk up the ramp wh 
could never have climbed stairs—one of them old Joe Magnin 
about 89, who said he never would have missed it, the ramp i 
as easy as the San Francisco hills... . An architect from Mel 
bourne said: ‘You have accomplished the ultimate in fre 
movement. Instead of going here and there to buy this or that 
one naturally follows the citcle to see things and makes uj 
one’s own mind. Most stores are confusing and distracting 
Here you can find everything. . . .’ 

“The ceiling was a victory snatched from defeat. To mask tw 
skylights, 30 x 15 ft., the architect intended a so-called “mo 
saic screen” of flash glass which building regulations rendere¢ 
difficult. We had found a little man in the city who had alread 
made for us models in plastic of the little windows for the front 
They were inexpensive, Mr. Wright thought them wonderful 
said we must have the same material for the ceiling. He calle 
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in the plastics-representative, worked out the screen, which is 
a 40 ft. square, cut off at the corners by the circular screen 
wall-of the room. You don’t think of it as a shape at all, you 
look up and it gives the effect of New Year's Eve. Sunlight 
and*daylight constantly change the opalescent color; some- 
times it is sky blue. At night fluorescent lights make the whole 
ceiling glow, but they are.not evident. And the necessary evil 
of the sprinkler system is turned to account as part of the 
design. ... 

“A surprising experience has been that the integrity and 
beauty of the building, silently and insistently discarding any- 
thing unworthy, demands of each article shown the’same in- 
herent beauty and integrity. 

“Some 500 to 1,500 people a day come to see us. One in ten 
buys.’ We are learning to navigate the place, to take care of 
these great numbers; we are doing very well, and we have a 
more national business than we ever had before: We don’t 
know whether publication will do us good or swamp us.” 


Said the plastics representative: 

““A local firm working closely with the architect fabricated the 
plastics parts. The ceiling was composed of 24 large concave 
domes,:6 ft.<8 in. in diameter plus flange, and 96 convex 
domes, 22 in. in diameter plus flange. Domes in both sizes were 
formed from 3/16-in. thick sheets of acrylic plastic. 


“The smaller domes were free blown. The larger domes had to 
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be formed from four sections, cemented together. All plastic 
parts were waxed with an anti-static coating to neutralize 
static electricity which might attract dust particles from the air. 
“The plastic domes were suspended in a lattice work of steel. 
Flexible construction was needed to provide for expansion and 
contraction of the plastic material, which also had to be firmly 
enough attached to withstand vibration from heavy passing 
traffic or possible earth tremors. . 
“Other plastic installations were shelves of 34-in. thick clear 
acrylic plastic which rest on solid spheres of the same material 
imbedded in bronze. The spheres are lathe-turned from acrylic 
blocks of 7 in. cube. A 38 in. hemispheric bowl of clear plastic 
holds aquatic plants and fish; a 4 ft. globe holds flowers. This, 
like the fish bowl, is free blown of two hemispheres, cemented. 
“Forming perfect hemispheres by the free-blowing method 
calls for extremely careful control-of heat and air pressure. 


- Making functionally strong and decoratively acceptable ce- 
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ment joints is a painstaking process of hand skil 


Said the architect: 

“Untrue to say that any store | have done or might do either 
‘upsets’ any ‘rules’ of ‘commercial architecture’ or sets up new 
ones of its own. Correct to say, that what unfailingly interests 
me is the exception, as necessary to prove any rule both useful 
and useless. In organic architecture every opportunity stands 
alone.” 


PHERY, AN ASTONISHING AMOUNT OF STORAGE SPACE (LOWER VIEW) BELIES THE CASUAL AIR OF FISH BOWLS AND FLOWER VAS 


wren fl i 


bbb Win @@ 


Eis 


ow 


= 


SENS AO 


MACY’S KANSAS CITY STORE pacts mercnanaising wall 


through unified design of three buildings and complete interior flexibility 


Architects: KIVETT & MYERS, Kansas City 
DANIEL SCHWARTZMAN, New York 
GRUEN & KRUMMECK, Los Angeles 


In Kansas City now, when they take you around to see the 
sights, they point out the Art Institute, the War Memorial, 
the hotel where the President stays—and the new Macy store. 
This $7 million bid for the Southwest’s shopping dollars is 
the first big piece of “modern” architecture Kansas City’s 
800,000 inhabitants have ever seen. It is also the first real 
chance “modern” architects have had anywhere in the U. S. 
to show what they can do for the big downtown department 
store. 

Last Christmas when some 45,000 shoppers a day pushed 
through the glittering glass arc of entrance doors, president 
Richard Roth knew that his new building was already paying 
off handsomely. He had counted on this investment to help 
run the little business which Macy’s bought in 1946 up to three 
or four times the old store’s volume. By Christmas, sales in 
the new store were already running close to three times the year 
before and the store’s design—from the handsome windowless 
facade to the skylighted garden tearoom on the top floor—was 
the talk of Kansas City. It will be the talk of informed circles 
in a good many other places for some time to come. 

Most of the nation’s best store architects had had a. hand 
in planning this first big building move in R. H. Macy & Co’s 
postwar “‘we belong to the nation” program. Gruen & Krum- 
meck planned three floors, Daniel Schwartzman planned four 
floors, a young firm already tops in Kansas City, Kivett & 
Myers,* planned the building as a whole and the main shop- 
ing floor. Back of these firms were the contributions of many 
others: Ketchum, Gina & Sharp as consulting architects on 
interior design for all Macy stores, Ernest Born for experi- 
mental work on the “flexible” ceiling, Voorhees, Walker, 
Foley & Smith as consultant on the building, Richard Belcher, 
Macy’s staff architect, and J. Buckley Bryan, Macy’s cor- 
porate engineer. President Roth knew how to give his archi- 
tects both a free hand and the full benefit of his own astute 
merchandising sense, and from this combination he got what 
may well be the most efficient selling tool yet developed in the 
department store field. Architects and store owners all over 
the country will do well to study it before they commit them- 
selves to any plan which does not take into account such 
developments as: 

A flexible dry-built acoustical ceiling which makes possible 
overnight changes in lighting plan and yet costs less than a 
conventional plaster job. 

>A flexible system of aluminum partitions and curtain walls 
which can be shifted at will to enlarge or contract depart- 


* Macy’s policy is to select local architects for all branch stores. 
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PFUHL & SHEIDLER, Structural Engineer 
WILLIAM CASSELL, Mechanical Engineer 
WINN-SENTER CONSTRUCTION CO., General Contractor 


ments overnight as selling seasons alternate. 

Flexible sales fixtures which display up to 250 per cent more 
merchandise than the conventional table or counter. 

>A 30 ft. entrance setback which Roth calls “the most excit- 
ing surprise I got from the finished store.” 

>The highest ratio (67 per cent) of direct selling area yet 
produced in department store planning (55 per cent is the 
usual ratio). 

If the Kansas City store meets the store operator’s dream 
of complete flexibility, it can also be said to meet the shop- 
per’s dream of complete intelligibility. It is a store where 
the shopper can not only see more merchandise openly dis- 
played than she ever saw before; she can also see her way 
around. Back of this intelligibility are many devices: shap- 
ing and disposition of fixtures and partitions, changes in fix- 
ture levels, color used architecturally (that is, to define space 
or to set direction.) But the visual accessibility of the store 
and its merchandise is due less to these specifics than to that 
intangible which can only be described as “design sense”, the 
faculty for integrating all the specifics and the findings of a 
dozen research projects into an effective whole. 

Careful research set the pattern for the inexpensive dis- 
play fixtures by Kivett & Myers on the main sales floor 
(manufactured by Grand Rapids at 15 per cent less than the 
cost of stock items) and for the myriad ingenious devices 
for the display of kitchenware, rugs and what not on the 
Schwartzman floors. But nothing less than design sense could 
have made the merchandise not only a magnet for the shop: 
per’s eye, but the important element in a visually satislyam 
pattern. 

Eli Tash, vice-president in charge of merchandising, put 
the whole matter in simple operating language: “We wanted 
a store that would work well and look good. We knew we 
couldn’t get both the efficiency factor and the esthetic facta 
except from skilled modern designers.” 

A logical cultural and economic center for the expan 
Southwest, Kansas City has long been a “sleeper” town fo! 
department stores. Macy’s recognized this invitation to its own 
particular genius for running the big, the dominant depart 
ment store and outbid Federated’s Fred Lazarus for the city’s 
No. 1 shopping location, the old family-owned John To 
store. Primarily a women’s specialty shop, John Taylor wa 
running about fourth in the city, topped by such competitors as 
a Scruggs-Vandervoort Barney store, an Allied store and ¢ 
store owned by the Mercantile chain (none of which had under 
taken any new building or extensive remodeling). Unlike mos 
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prime shopping locations, Taylor’s was not on a corner, but near the 
middle of the block—but its entrance faced right on Kansas City’s 
best shopping street: 11th Street, or “Petticoat Lane”. Dizzy with 
awareness of how easy it would be to suck practically all 11th Street 
shopping traffic right into the store, Macy’s signed a lease with the 
Taylor family. 


Thus, while acquiring the best shopping location in town, Macy’s 
also acquired some formidable building problems. The John Taylor 
store amounted to only 166,774 sq. ft.; Macy’s planned to do a 
business that would eventually require three times that much space. 
The existing six-story building consisted of one part built in 1904, 
with an iron frame which would not support further construction, 
and a second part added in 1914, with a fireproof steel frame de- 
signed to support five additional floors to a total height of 11 
stories. This building ran through the block from Main Street to 
Baltimore Avenue at the rear. To get enough space, Macy’s was 
obliged to lease three adjoining lots, only one of which belonged to 
the Taylor family. These parcels were occupied by three small 
retail shoe stores and two of them were further encumbered by leas- 

ing agreements which required 
that columns be located at the 
lot line. The program called 
for complete renovation of the 
existing building and the con- 
struction of a seven-story ad- 
joining building capable of ex- 
pansion to 11] stories. 

The first big decision Macy’s 
made _ was to look at the job as 
the creation of a new and uni- 
fied store. That is, they avoided 
the mistake they made on a 
simultaneous store building job 

~in San Francisco—to try to 
match the new building to the 
old. This decision launched 
them on certain expenditures 

(complete refacing of the old 

building, tearing out the old ele- 

vators and installing a new bank 

in the right place are examples) 
which might have frightened a more conservative client. But at every 
step architects Kivett & Myers were able to show how doing the right 
thing for the building as a whole would in the long run be far less 
costly than a series of piece-meal adjustments to the old building. 
Macy’s readiness to accept this point of view enabled the architects 
to carry out their scheme for the building as a huge structural shell, 
with as little as possible fixed within that shell—and so meet the prime 
requirement of operating flexibility for a business which changes 
with the weather, the season and every new fashion. 


The next decision which shaped the building plan was president 
Roth’s requirement of peripheral stock storage space on each floor. 
Customer traffic, Roth says, moves in an oval, which means that a 
rectangular store will have four dead corners. Utilizing these dead 
corners for storage gives immediate access to floor stock replace- 
ment.* Since a dominant store gains its position by having 500 size 
40 house dresses as against its competitors’ 50, ample and accessible 
stock storage is a major requirement. 


* Peripheral stock storage was also employed in the Federated-owned Foley 
store in Houston, and this space was provided with elevators and other mech- 
anical equipment for handling merchandise. Recent reports are that much of 
this mechanical equipment is not being used. Stock in the peripheral storage 
areas in the Macy store is replenished from the freight elevator core before 
and after shopping hours. 
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WINDOWLESS BUILDING. Initially Roth had hoped to avoid 
the expense of a new facade for the old building frontage on Balti- 
more Avenue—especially since this 1902 portion would eventually 
have to be torn down to make way for further vertical expansion. But 
Kivett and Myers urged complete refacing of both sides of the old 
building, Macy’s wanted every square inch of the store air-condi- 
tioned and the architects used this requirement to demonstrate that 
the saving in air conditioning and heating cost would pay for com- 
plete new facades on both streets—if the facades were kept window- 
less above the first floor. A completely windowless building, they 
estimated, would reduce air-conditioning tonnage by 90 tons a year 
with an initial saving of $49,000 and an annual operating saving 
of $1,800. Required radiation would also be reduced by 3,400 sq. ft.: 
an initial saving of $10,200 and an annual steam saving of $650. 
Thus the total initial saving made by a windowless building would 
be $59,200, while total operating saving, figured over a 20-year 
period, would amount to $49,000. Nor did this analysis count on sav- 
ing the cost of sun-faded merchandise and spoilage, by dust seepage, 
which department stores have found to be substantial. 

Macy’s naturally decided for a windowless building, whereupon 
the architects came up with a brilliant solution for refacing the 
old building frontage on Baltimore Avenue: a solution which would 
be applicable to the needs of many smaller store owners with limited 
remodeling budgets. Not only did it seem inadvisable to spend any 
large sum for refacing the 1902 building which would eventually 
have to be torn down to make way for future vertical expansion, 
but the old iron framework of this building would not support any 
heavy facing material. The architects decided to use an insulated 
fluted steel panel material which, put up vertically above the display 
windows on the Baltimore side and painted a rich dark red, provided 
an extremely handsome facade (see cut, p. 87) at a cost of only 
$32,728. The permanent facade on the Main Street (and main 
entrance) side, which enclosed the 1914 steel-framed building with 
red granite and buff brick, cost $77,272. 


ENTRANCE MAGNET. Some 85 per cent of the customers were 
expected to enter the store from the front, or Main Street, side. 
Kivett & Myers held the main entrance to its old location directly 
opposite 11th Street and thus at a corner of the whole building. 
When they proposed to set it back 30 ft. from the building line as 
an exterior lobby with the entrance doors set on an arc and flanked 
by a huge display window, president Roth registered some dismay 
at this lavish use of valuable first floor selling space. Now that the 
building is finished, he is more than happy that he deferred to his 
architects’ advice. Says president Roth, one of the most enthusiastic 
building clients this magazine has encountered in a long time: “Com- 
ing down 11th Street two blocks away, you can see nothing but the 
light and brilliance from this great glass area surrounded by display. 
The thing pulls customers in like a magnet.” (A secondary entrance, 
required by fire laws, is located at the other end of the Main Street 
frontage. Here a 6 ft. 3 in, grade down has been exploited to provide 
split-level stair access to both main and basement floors.) 3 


DIAGONAL TRAFFIC FLOW. The architects exploited their 


corner entrance and set the main traffic pattern of the store interior 
by placing their set-back revolving doors as an arc. Passing through 
any one of these doors, the customer is headed towards four diagonal 
aisles, any one of which will shunt him to the electric stairs located 
in the direct center of the store. Thus instead of the conventional 
one or two main traffic aisles, Macy’s gets maximum exposure — 

impulse merchandise along four diagonal aisles, Layout of the other 
shopping floors was also shaped by the central electric stairs, fron 

which the various departments radiate like spokes in a wheel. 4 
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FIXTURES for maximum merchandise display 


This 70 ft. long shirt counter (below) is probably the longest unbroken display 
in any U. S. department store. Kivett & Myers designed fixtures with shelves 
cantilevered from back, eliminating end partitions. The continuous shel} greatly 


increases the number of shirts which can be stocked on floor, while the unbroken 
expanse makes the merchandise itself an element of real decorative value. An- 
other space multiplication device is the double-decked cellular steel-floored stock 
room (above) used in the first floor shoe department. Additional sales area can 
be taken from stock room by resetting Ben Rose drapery which forms the only 
partition. Small shoe displays against the drapery are bolted to steel stock 
shelving and easily removed. 


Harry H. Baskerville, Jr. 
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Open-front of first floor display counters is espe- 
cially effective in diagonal aisle pattern. Kivett & 
Myers fixtures were manufactured by Grand Rapids 
at a cost 15 per cent less than stock items and 
a similar design is now being put on the market 


as a standard product (see p. 132). 
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VERTICAL TRANSPORTATION. The central electric stair was 
planned to move 85 per cent of the customer traffic through the five 
shopping floors, and the elevator bank was given a secondary loca- 
tion—on the same diagonal as the main entrance but considerably 
behind the electric stair. The five-car elevator bank is intended princi- 
pally to serve the sixth floor (stock marking, accounts and general 
offices) and the seventh floor (tearoom and executive offices) . 

The Macy electric stair is the only such department store installa- 
tion in Kansas City. Way back in 1910, the old John Taylor store had 
put in the first electric stair ever used in Kansas City. But the ladies 
refused to use it and Taylor’s had to tear it out and sell it to the 
Kresge store, where customers were evidently bolder. Although both 
owner and architect had some worries, this time Kansas ladies showed 
no hesitation, found firm footing between the cold-cathode illuminated 
sides of the new Macy installation. 

When Macy’s heard that the Kansas City building code required 
that an electric stair be enclosed by masonry walls and fire doors, they 
were dismayed at the loss of display value. Kivett & Myers quickly 
presented local code officials with the down-draft system worked out 
for a similar installation in the Bond Store in Cincinnati as shown 
in the Forum (July, 47) and got a go-ahead. They worked out a 
more economic adaptation of this system which had involved the 
construction of an exhaust duct integral with the stair well. They 
provided a water curtain around the stair well; fresh air intake at the 
top of the stair run and an exhaust fan to create a down-draft in case 
of fire; but simply made use of one of the no-longer-used elevator 
shafts in the old building (at a distance of 85 ft, from the stair well) 
for the smoke exhaust duct. 


SERVICE CORE. The service scheme located an off-street six- 
place truck dock at the rear of the building. Since the site graded 
up 16 ft., 3 in. from front to rear, entry was at the second floor level. 
This released valuable first floor space for selling and also had the 
advantage of access from a one-way street which was of lesser impor- 
tance both for city traffic and as a shopping street. Immediately back 
of this dock is located the service core, containing three freight eleva- 
tors with provision for two future freight elevators. The majority of 
stock receiving and marking is done on the sixth floor, served by these 
elevators. A fire stair tower, trash chute, package chute, dumb-waiter 
and mechanical service shaft are also integrated in this area. 


FLEXIBLE CEILING. In the conventional department store, changes 
in department layout or even in merchandise display can only be 
made within rigid walls and at great expense. Where a plaster 
ceiling has been used, a simple change in lighting to spotlight a 
display may mean calling in three building trades, waiting two 
weeks for the plaster to dry, meantime losing valuable sales space. 
This well-known operating dilemma naturally led to consideration 
of a flexible ceiling, which would incorporate easily removable 
lighting fixtures in a dry-built panel system hung from a metal grid. 
Kivett & Myers made careful cost studies which showed that the initial 
cost of such a dry-built ceiling using any one of several available 
materials would actually be less than the cost of a standard plaster 
ceiling. Their analysis: 
Area adaptable to flexible ceiling —262,105 sq. ft. 
Rigid ceiling 

Cost of plaster and paint at $.66 a sq. ft, or............ $172,989.30 
Flexible ceiling 

Metal grid—262,105 sq. ft. at $.172 or..... $ 45,082.06 

Panel area—224,138 sq. ft, at $.521 or..... 116,775.90 


(excludes light fixtures) $161,857.96 


This analysis, of course, did not include the formidable cost of 
any future changes in a rigid plaster ceiling as compared to the 
screw-driver changes and nearly 100 per cent material salvage prom- 
ised by the dry-built ceiling. Nor did it count the $25,000 in over- 
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scale premiums Macy’s would have been obliged to pay to get 
enough plasterers to do this huge ceiling job. 


FLEXIBLE WALLS. Wherever major changes in departments might 
be expected, all the Macy architects introduced lightweight, easily 
movable partitions and curtain walls. Gruen & Krummeck, who had 
the problem of creating small shop atmosphere on the woman’s 
and children’s apparel floors, made especially successful use of a 
half-dozen kinds of aluminum siding for this purpose. These 
metal walls were installed both in floor-to-ceiling heights and in sec- 


WOMEN’S APPAREL FLOOR by Gruen & Krummeck shows advantage o/ 
flexible lighting system over conventional rigid lighting pattern which gives same — 
quality of light to all departments. In view above lighting fixtures have been 
massed to draw customers into better-dress shop enclosure. For future display 


change, lighting can be rearranged overnight. 


FIRST BIG INSTALLATION of a dry-built ceiling integrated with flexible lighting 


and metal screen walls proves economic in assembly 
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The long-sought goal of department store archi- 
tects—an economic system of interior lighting 
and partitioning—was completely realized for 
the first time In this store by means of a care- 
fully detailed dry-built ceiling. Kivett & Myers 
designed the ceiling and lighting installation, 
using 1 x 2 ft. acoustic panels hung from a 
2x4 ft. metal grid. A special attaching clip was 
devised to leave the opening for the lighting 
insert completely free for future changes. The 
basic lighting unit is a 3 tube, 2 x 4 ft. fluores- 
cent trough with egg-crate louver (specially de- 
signed to the module but manufactured at about 
the cost of a stock fixture). This unit was used 
to create 4 x 4 ft. squares of light above main 
sales areas, lined up for strip lighting over 
special counters, multiplied by Gruen for a com- 
plete luminous ceiling in the beauty shop. Units 
are easily replaced at any time by spot lighting 
or any other wanted incandescent type. The dry 
panels also provide instant access to all mechani- 
cal work, 

This ceiling is also an excellent example of 
close coordination between all the architectural 
firms on the job. On the women’s apparel floors, 
Gruen & Krummeck designed their aluminum 
screen walls to clip to the basic ceiling grid. 
These ceiling high partitions proved a remarka- 
bly handsome solution for the problem of creat- 
ing ‘‘shop atmosphere’”’ within a large sales floor. 
Replacing the usual 7 ft. partition, they create 
an enclosure where special color and lighting can 
have maximum effect. Gruen used many types 
of aluminum material and created a rich variety 
of texture with special paint (plastic pellets 
added for additional dulling). Such partitions 
can be demounted and re-assembled overnight. 

Contractors doubted that a dry-built ceiling 
on this scale could be held to the necessary close 
tolerances, and predicted that the units would 
end up far out of line. The architects made the 
concession of redesigning for '%4 In. tolerance as 
against their original /g in. When the Job began, 
they appeared personally to talk to lathers and 
carpenters on the importance of complete accu- 
racy. In actual installation, 85 per cent of the 
work proved to be dead accurate. The general 
contractor estimated that this dry-built ceiling 
cut total construction time by at least four 
months, and was a major element in meeting the 
18-month construction time-table set by Macy’s. 


Photos: Harry H. Baskerville, Jr., David Royter, L. D. 
Jones Photo Service, Schnall & Krug Associates. 
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tions from the top of display fixtures to the ceiling. Since they 
were metal, they were approved for fire-safety by the Kansas City 
building commissioner. 

These metal screening walls are hung from the same metal grid 
which supports the dry ceiling, and can be moved overnight for a 
new floor layout. Initial cost was more than the cost of a rigid 
plaster wall, but the additional cost of moving a rigid wall at any 
time in the future (counting loss of sales space while alterations are 
made) would be many times this difference. Here is a sample cost 
breakdown, calculated for a typical aluminum installation from 
ceiling to top of display case: 

Cost of attaching angles at case top and ceiling—18 cents per sq. ft. 


Cost of aluminum material—55 cents per sq. ft. 
Cost of labor—40 cents per sq. ft. 


Total cost of aluminum wall section at $1.18 per sq. ft. compares 
with 78 cents per sq. ft. for a conventional plaster wall. In cases where 
the curtain walls ran from floor to ceiling, additional labor time was 
required, in some cases, to install horizontal bracing, and costs ran 
as high as $1.88 per sq. ft. 


FLEXIBLE FIXTURES. Macy’s expectation of dollar sales per square 


foot of selling space in the Kansas City store is probably higher than 
that of any comparable store. One big key to the intensive use of 
sales space was fixture design. The multitude of specially designed fix- 
tures produced by all the architects involved in the job threw out 
many of the conventional yardsticks of required square footage. 

This kind of space reduction was particularly marked on the 
Schwartzman floors, where such bulky merchandise as rugs, lamps, 
kitchenware, draperies, etc. had to be dealt with. Schwartzman de- 
signed many ingenious vertical displays which not only automatically 
changed the conventional requirements for selling space, but also 
added great decorative value to the department (see cuts opposite). 
The importance of such efficient fixturing can be measured by this 
statistic: every square foot added to sales space will add $100, on the 
average, to the store’s annual business. 


SPACE ALLOCATION. In this store, the delicate matter of allot- - 


ing space to the various departments showed the closest coordina- 
tion between the store management and the architects. Given a flat 
requirement of so many sq, ft. per department, the architect is 
unable to bring space economies into realistic relation to the store’s 
problem. Macy’s, on the other hand, started with the annual dollar 
volume of sales they expected to produce in the various departments. 
Schwartzman made a preliminary store-wide space allocation study, 
using these anticipated gross sales figures in combination with the 
sales per square foot averages reported by other Macy stores and 
the national averages reported by the National Association of De- 
partment Stores. This provided what might have been considered 
a final space allotment by other stores, but to Macy’s it was only 
the beginning. They encouraged each architect to go to work on 


such space economies as the fixtures described above and then re- — 


vised their estimates accordingly. Another good example of space 
economy is the women’s shoe department which, because of keen 
competition from the large number of shoe stores in Kansas City, 
was placed on the first floor off one of the diagonal aisles leading 
te the moving stairway. Macy’s outlined certain requirements: 
enough chairs to seat at least 100 customers at one time; grouping of 
chairs into three sections (salon, medium-priced and budget shoes) ; 
enough storage space for 24,000 pairs of shoes, All this, Macy’s 
figured would require at least 6,000 sq. ft. of space. By using a 
double-deck arrangement of steel shelving and flooring, Kivett & 
Myers cut the space required for shoe storage in half and reduced the 
whole department to 3,800 sq. ft. 


92. Architectural FORUM February 1950 


Pa 
ea 
{= 


MAHOGANY FURMITURE 


aie 
t [s 
a 


eit 
FIFTH FLOOR 


Oo 


at age gee 
oe OO 
eS) 


PASSENGER ELEVATORS 


MAPLE FURNITURE 


Toh te 
cee 
ae 


PReNcH 


2 
OCCASIONAL — FURNITURK 


= ares 
[= Sy 


= oT 


fo FURMITURE 


ate cate 


ESCALKTONS 


PROVINCIAL 


THE 


prints 


GIRCULATING 


foofco 


este 


PRTKDLOOMS 
: 


a 


oS) \= \ 


Deconarive | ‘ 
ACCES ¥OnIES 


e 
INTERIOR 
DEconarid 

CORMER SHOP 


LINENS & BLANKETS 


BOBL 


BOS 
b 


ee 
Oo 


coo fH 
7 


HOUSEWA 


fee 


MIRRORS [> [J (BATH SHOP 
Ss 


FOURTH FLOOR 


eo 


ae 


(SS esse] 


. 1aTHATE APrARg: Bo 
Soa 


i 1 


conte Sig 
Amo euitp 


Fe 


J! Nee ainy 
pe tiae or 


SALES SPACE was multiplied by architects 


Daniel Schwartzman developed a great variety 
of fixtures which greatly reduced the space 
ordinarily required for the bulk merchandise sold 
on the home equipment floors. The 4 ft. high 
table above has movable shelves, holds 250 per 
cent more than the usual table and at the most 
desirable visual height. Instead of showing car- 
pet and linoleum by roll, Schwartzman mounted 
samples on 3 ft. squares to be pulled out for 
viewing. Simple vertical rack for small rugs is 
shown (r.). He also made considerable use of 
perforated metal screens with movable plaques. 
Note that top of screen display (upper r.) is 
tilted for better view. 


Gruen & Krummeck’s flexi-case fixture (below) 
has back and top formed from pressed steel 
panel, finished with baked enamel colors. Con- 
cealed ratchet strips are built into posts and 
equipped with special hardware permitting In- 
stallation of hanging cabinets, glass shelves, 
other special inserts. These can be assembled 
to any desired length with no tool but a screw 
driver. Metal backs nest for storage. 
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GARDEN TEA ROOM by Gruen & Krummeck is described by president Roth as “beyond all our 
expectations” and is important part of store’s impact on style-conscious Kansas City women. Three 
large bay windows are skylighted from above and are richly planted around large trees, which seem 
to grow right through the roof. Partitions are made from local over-sized tile of excellent color. 
Chartreuse benches, yellow and white striped chairs and turquoise table tops compose a more 
dramatic color scheme than that possible in any sales department, while subdued lighting (Gruen 


designed fixture) contrasts with brilliant sales lighting. 


Photos: Harry H. Baskerville, Jr. 
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GRUEN & KRUMMECK 
beauty shop on seventh floor 
has circular egg-crated ceiling 
lighting surmounting hair-dry- 
ing and manicuring ring. Ex- 
ecutive offices and employees’ 
lounge were also designed by 
Gruen & Krummeck. 


125 FT. MURAL shows city’s 
agriculture, stockyards, oil 
wells, mines, folk dances, other 
arts, is by Kansas City painter 
Arthur Kraft. Gruen & Krum- 
meck, designed wall for best 
showing of mural. 
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CONSTRUCTION OUTLINE: waterproofi 
membrane, Philip Carey Mfg. Co. Exterior wa 
face brick, Acme Brick Co. Granite—the Grz 
Corp. ‘‘Q-sections’’—H. +H. Robertson Co. 

terior—metal curtain wall over Stran-Steel st 
Stran-Steel Div., Great Lakes Steel Corp.; 

ings by Truss-Panel Corp., Kawneer Co, 

Koolvent Metal Awning Co. Concrete and 
sum block, lath, accessories, etc.—Conc 
Building Units Co., National Fireproofing 

U. S. Gypsum Co., Inland. Steel Co., Cert 
Teed Products Corp., E. F. Hauserman 

Henry Weis Mfg. Co., Horn Bros. Co. St 
tural steel—American Bridge Co. Floors—r 
forced concrete, Adjustable Forms, Inc. RO 
ING—Philip Carey Mfg. Co. SHEET ME” 
WORK: Flashings, etc.—copper, Chase Bras 
Copper Co. Ducts—galvanized sheets, Whee 
Corrugating Co. INSULATION: Roof—Tem|! 
Armstrong Cork Co. Sound insulation—spré 
asbestos, Acoustics, Inc. WINDOWS: Sa 
steel, Hope’s Windows, Inc. Display windo\ 
Kawneer Co. Glass—Libbey-Owens-Ford G 
Co. STAIRS—lInternational Terrazzo Co., 

Southwest. Ornamental Iron Co. Treads— 
Norton Co. ELEVATORS, ESCALATORS, 

DUMBWAITERS—Otis Elevator Co. .FL¢ 
COVERINGS—International Terrazzo Co., D: 
E. Kennedy, Inc., Armstrong Cork Co., Amer 
Tile & Rubber Co., Sloane-Blabon Corp., 

Paraffine Co.’s, H. H. Robertson Co., Moh 
Carpet Co., Bigelow-Sanford Carpet Co., A 
ander Smith & Sons, C. H. Masland and Bo 
Rug Co. FURNITURE, FABRICS, WALL C' 
ERINGS, etc—Kansas City Marble & Tile 

U. S. Plywood Corp., Pantasote Co., B. F. Gc 
rich Rubber Co., Katzenbach & Warren, Goo 
Fabrics, Inc., Harris Dalton, Walter & Co., 

verne Originals, Schumacher & Co., An 
Testa, Stroheim & Romann, Knoll Associa 
Ben Rose, Carrol Sagar Co., Webber Shows 
Co., Lightfoot Studio, Thonet Bros., Royal M 
Mfg. Co., Hinzmann & Waldman, Sheridan S$ 
Equipment Co., Grand Rapids Store Equipn 
Co., A. J. Stephens & Co., Garden City Mfg. 

W. L. Stensgaard Co., Display Studios. HA' 
WARE—The Stanley Works, Schlage Lock 

Vonnegut Hardware Co., LCN Door Closer 

Oscar C. Rixson Co., Glenn Johnson Co., Gar 
City Plating & Mfg. Co. PAINTS—E. i. Du F 
de Nemours & Co., Cook Paint & Varnish 

Pittsburgh Plate Glass Co., National Lead 

U. S. Gypsum Co., U. S. Gutta Percha Paint 
LIGHTING FIXTURES—Century Lighting 

Garden City Mfg. Co., Gotham Lighting Co, 
Summerour & Devine, Inc. Conduit and wirir 
Triangle Conduit & Cable Co. and Paranite V 
& Cable Co. Panelboards; etc—Westinghc 
Electric Co. PLUMBING FIXTURES—Ameri 
—Radiator-Standard Sanitary Corp. Pipes—/ 
bama.Pipe Co., Republic Steel Corp. and Cr 
Brass & Copper Co. Accessories and fittin: 
Grinnell Co., Zurn Mfg. Co. and Josam Mfg. 
KITCHEN EQUIPMENT — Greenwood’s, 

HEATING AND AIR CONDITIONING—y 
round system. Compressors—Worthington Pt 
& Machinery Corp. Cooling tower—The Ma 
Co. Blowers—American Blower Co. Filte 
Farr Co. and Air-Maze Corp. Coils—Silco Pr 
ucts, Inc. Convectors—Modine Mfg. Co. Diffu: 
—Air Devices Corp. Registers and grilles—A 
Mfg. Co. Boiler—Kewanee Boiler Corp. Pu 
—Fairbanks-Morse Co. Valves—Crane Co., W 
worth Co. and Stockham Pipe & Fittings 
Dampers, etc.—Powers Regulator Co. Refrige 
tion—York Corp. SPECIAL EQUIPMENT: T 
vision system—lIntra-Video Corp. Public add 
system—Hanson-Weils Electronics. Record 
door lock and time control system utilizing e! 
tronic principle—International Business Machi 
Corp. Conveyors, etc.—Standard Conveyor 
Sprinkler system—Grinnell Co, Incinerator—K 
logg-Mann Corp. Pneumatic tube system—Lz2 
son Corp. Lockers, etc.—Berger Mfg. Div., 
public Steel Corp. and Lyon Metal Products. 


BRAN CH STORE breaks modern design blockade in Cleveland. 


CONRAD, HAYS, SIMPSON & RUTH, and ROBERT A. LITTLE, Architects 


CLEVELAND CONSTRUCTION CO., General Contractor 


First big Cleveland department store to move out to 
meet the suburban market with a branch location, the 
old (1891) Halle Bros. Co. is also the first merchant 
in the city to build top-quality contemporary design. 
For its first suburban investment, the Halle Bros. Co. 
got a handsome two-story brick and glass building, 
whose plan was based on exploitation of existing traffic 
patterns in a thriving suburban commercial center. 
The architects made the building plan only after the 
most careful analysis of a traffic complex involving a 
main stop on an electric transit system, a parallel 
automobile expressway, a neighboring theater and a 
rear parking lot operated for the merchants of the 
area. These existing elements had set up a natural 
pattern of pedestrian movement in and through the 
Halle site, and the architects exploited this to increase 
the store’s display frontage and to draw pedestrian 
traffic into the store itself. They also met the critical 


Photos: R. Marvin Wilson 


requirement of interior operating flexibility with these. 
provisions: 


> A sales area uninterrupted by structural columns 
through use of open bar joists spanning 43 ft. 

> A dry-built modular ceiling. 

>A plenum ceiling air conditioning installation 
which delivers air through the perforations in the 
acoustical tile, thus providing complete freedom for 
future partition changes. 


> Partitions hung from ceiling joists for easy removal. 
> An unusually handsome system of flexible fixturing. 


Little won freedom to do all of these things by con- 
vincing the store owners that the only way to bring 
customers into the most profitable contact with mer- 
chandise and display was to use the methods of 
“modern design’”—or, more accurately, a planning 
approach unhandicapped by any rigid notions about 


air conditioning 
equipment 


- SECOND FLOOR | alterations | |) 
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integrates air conditioning with structure 
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WESTERN FACADE shows 
try to unloading dock which t 
advantage of grade for half- 
merchandise moving. Fixed 
vers of blue-colored limestone 
close fitting rooms to which 
panels admit north light. 


CONTEMPORARY BUILD. 
was related by materials 

scale to uniform Colonial ar 
tecture of Shaker Square sh 
Architects recommended 

Halle’s protect its valuable tr 
position by seeking extensior 
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what the new building should look like. (He started by 
pointing out that curved brick arches like those in adjoin- 
ing buildings would cut down the cash value of display 
windows.) His victory was the more remarkable in view 
of the conditions which surrounded this leased site. 

Halle’s had long had its eye on this location, one of 
the choicest in the Cleveland area: a site on Shaker Square. 
Shaker Square is six miles east of downtown Cleveland 
and the gateway to the famous Shaker Heights develop- 
ment—some 30 square miles converted in the Twenties by the 
Van Sweringen brothers from Shaker farm holdings to a 
residential suburb which now numbers 10,000 homes, rang- 
ing in price from $10,000 to $250,000. Shaker Square is a 
shopping center developed by the Van Sweringen’s at a 
main stop on the electric transit system which they built 
to open up their farm acreage for suburban expansion. 
Like all the other land in Shaker Heights, it is covered by 
a deed restriction prescribing a certain architectural style 
—in this case red brick, white trimmed Colonial—with 
approval of building plans up to Van Sweringen Co. officials. 
The architects used red brick, framed it with white limestone, 
handled the main elevation in the same scale as an adja- 
cent building, and amazed the client by securing Van Swer- 
ingen approval for the first departure from traditional style 
in 30 miles. The successful relation of this building to its 
| Reeser carpe a a neighbors was also recognized by the Cleveland Chamber of 
Commerce, which awarded it a medal as the best store 


Architect used this diagram to 
show owner pattern of auto 
and pedestrian movement 


through his site. 


building of 1948. Another first medal came from the Ohio 
; Society of Architects. 

2 samen o The architects’ analysis of the site showed one of the 

im LLL main pedestrian pathways to be through an alley on the 

“404 oe east of the Halle site to the parking lot at the rear. This is 

0948 a place to which suburbanites drive their cars, park them 

o0ee and take the rapid transit to downtown Cleveland. The lot 

This showed how opening also, of course, provides parking for patrons of the spe- 

eastern end of building as cov- cialty store, drug store and theater in the block adjoining 

ered walk would separate foot, the Halle site. To separate the people on foot from the cars 

auto and truck traffic. entering this parking lot meant a better chance of getting 


them into the store. Accordingly, the eastern side of the 
building was opened as an areaway for pedestrian access 
to the rear parking lot. This covered areaway actually in- 
creased the frontage of the store building and was lined 
‘with display windows. The same analysis showed the least 


Section showed client differ- valuable building frontage to be at the southwestern corner 
ence in grade as additional of the site, and this suggested the logical point for service 
reason for location of truck- access. (The architects took their clients through every 
ing dock. step of their analysis with diagrams like those shown at 


left). Since the site graded up 6 ft. from front to back, the 
trucking dock at the rear has the advantage of location at 
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Architect’s first step in alloting space to various departments was to 
convert figures supplied by Halle’s into this chart. Vertical scale is 
dollar sales per square fuut expected by Halle’s; horizontal scale is 
percentage of total store space to be alloted to specific departments. 
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SS 


incoming Gir 
forced through 


View left shows entry from covered outdoor walk at 
east of building and air conditioning system integrated 
with structure over main sales area. Mezzanine floor 


and ceiling construction is lightweight cellular steel. 
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Suspended 
partition, louvered 


standard 
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assembly 


at intermediate level, with only a half floor of moving to 
reach either the upper or lower selling floor. 

The ceiling used in this store is worth careful study. It 
does not, like the Macy’s Kansas City ceiling (see p. 91), in- 
corporate flexible lighting, but it does go a step farther in 
making the air conditioning system an integral part of the 
ceiling construction. That is, the space around the open 
joist trusswork is utilized as a plenum chamber and faced 
with perforated panels, through which the cooled air leaks 
to the sales floor below. Air exhaust ducts are frankly 
handled as a decorative element, lined up in a long row 
against the corrugated cement asbestos facing of the mez- 
zanine and painted bright blue. 

Mechanical equipment is housed in a small penthouse 
faced with fluted steel paneling which, selected for economy 
and lightweight, provides an interesting textural contrast 
with the brick of the main building mass. 

Lighting, designed by Abe Feder, is by incandescent fix- 
tures projecting below the ceiling. This is a fixed rather 
than flexible installation but the 2 x 2 ft. size of the fix- 
tures fits into the~module established by the.2 x 2 ft. 
ceiling panels. The architect had hoped to use a flexible 
industrial lighting system—a trolley duct along which 
lighting fixtures can slide to any desired point—but was 
over-ruled by his client. aA 


Flexible fixtures are based on L-shaped metal frame into which can be 
fitted various drawer, hanging rod and display elements, also light 


fixtures and perforated metal light shields. 


CONSTRUCTION OUTLINE: Foundations—reinforced concrete, 
Master Builders Cc. Waterproofing—A. C. Horn Co. Exterior walls 
—face brick and or limestone Colocrete, Colocrete Industries, Inc., 
Interior—Colocrete block, plaster, Colocrete industries, Inc. Pent- 
house walls—Q_panels, H. H. Robertson Co. Floors—Haydite con- 
crete slab with monolithic finish, Haydite Co. over Truscon bar 
joists, Truscon Steel Co.; in some areas over Robertson Q floor, 
H. H. Robertson Co. Ceilings—perforated Transite, Johns-Manville 
Corp, ROOFING—Barrett Co. SOUND INSULATION—Johns-Man- 
ville Corp. WINDOWS: Sash—aluminum, General Bronze Corp. 
Glass—Pittsburgh Plate Glass Co. ELEVATORS—Westinghouse 
Mfg. Corp. Cabs—W. S. Tyler Co. FURNISHINGS—Variety Cabi- 
net Co. TRIM—flush integral with frames, Dahlstrom Metallic 
Door Co. DOORS (exterior)—Herculite, Pittsburgh Plate Glass 
Co.; interior — Roddis Lumber & Veneer Co. Special doors— 
motorized overhead, J. G. Wilson Corp. HARDWARE=Sargent & 
' Co. and Flour City Ornamental Iron Co. PAINTS—Pratt & Lambert 
Co., Glidden Co. and National Lead Co. ELECTRICAL INSTALLA- 
TOIN: Floor distribution and conduit—National Electric Products 
Co. Wire—General Cable Co. Switches—Harvey Hubbell Co. Fix- 
tures—The F. W. Wakefield Brass Co. Protection system—Amerl- 
can District Telegraph Co. Alarm systems—Stanley & Patterson. 
Door operation recorder—Easterline-Angus. PLUMBING FIXTURES 
—Crane Co. Pipes—A. M. Byers Co. Roof drains—Josam Mfg. Co. 
HEATING AND AIR CONDITIONING: Steam system. Air condi- 
tioning compressors—York Corp. Convectors—Vulcan Radiator Co. 
and Trane Co, Regulators—Johnson Service Co., Crane Co. Valves 
and traps—Warren Webster Co. Tank—Patterson-Kelley Co. Pumps 
—Nash Engineering Works. Fans—B. F. Sturtevant Corp. 
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STORE-ON-STIET SS casas » design concept upside down, 


TRUCK RAMP 


GAS STATION & ACCESSORIES 


RESTAURA 


Photos: Lionel Freedman: Pictor 


age Tn yn a RIGID STEEL FRAME 


HUNG CEILING-——! 


AIR CONDITIONING DUCTS 


wy, ESE te Columns forming 32 x 48 ft. bays carry 


the building over its parking lot; huge 


160-0" 
steel rigid frames carry the roof over the 


top sales floor. The intermediate level is 


a stock floor. 


eyes 
eat Natseed ae 


‘Here is a project that may revolutionize thinking about self- 


contained suburban department stores. It will be built in the 


| air—on stilts so that practically the entire lot may be used for 


paiking, thereby requiring one-fourth less land than to- 


-day’s stores of comparable size. Customers will get out of 


their cars right under the store and ride up an electric stairway 
to the center of the sales floor two stories above. 
The store will have enough other notable features to make 


_a merchant’s mouth water: an intermediate floor from which 


stock is fed up to the sales floor by mechanical dumb-waiters, 
no need for the usual freight elevators, 160 ft. clear spans on 
the sales floor—the biggest ever used in a store, a single cus- 
tomer entry, steel wall panels which may be interchanged with 
glass to create windows anywhere and any time, and an ideal 
location of the restaurant on the ground floor—all for an 
average building construction cost of only $14 per sq. ft. 
including a $2.80 per sq. ft. allowance for air conditioning 
and assuming that the steel walls can be had for about the 
same cost as masonry. 

Recognizing the all-importance of the automobile in today’s 
shopping, progressive merchants have long surrounded their 
new buildings with big parking lots (the current rule-of-thumb 
is three times as much outdoor parking space as indoor sales 
area). Some, like Milliron’s in Los Angeles (Forum, June 
’49), have gone further and converted the roof into a parking 


lot. Dissatisfied with these adaptations of the conventiona 
store to modern problems, famed store architects Ketchum 
Gina & Sharp have embodied in their store-on-stilts an entirel 
new design concept of the suburban department store—a con 
cept geared from top to bottom to the automobile as well as t 
modern merchandising methods. 


GROUND FLOOR 


Except for 10 per cent of the land occupied by the stor 
entry, a service station, a small truck ramp and the restauran 
(which because of its outside location may remain open afte 
the store is closed), the entire site will be available for park 
ing. More than 20 per cent of this parking space, or enoug! 
for 180 cars, will be protected from the weather on the build 
ing’s open “ground floor.” This should be sufficient for a larg 
part of the daily crowds. The unprotected parking space o1 
three sides of the building (880 cars) will accommodat 
Saturday and holiday peak loads. 

Once the-shopper has parked, he walks under the building 
unmolested by rain, snow and bustling street crowds, pas 
lighted free-standing display cases (which take the place o 
customary show windows) to the store’s sole entry, the centrall 
located electric stairs. 


STOCK FLOOR 


Sandwiched between the parking and sales floors will be : 
stock and service floor, 10 ft. above grade, to contain al 
behind-the-scenes activities. Designed with a warehouse loa 
of 300 lbs. per sq. ft., it will carry mechanical equipment 
maintenance department, wrapping and crating, personne 
and payroll divisions, display workshops, employee facilities 
advertising and administrative offices and, most important 
reserve stock storage and handling. Merchandise is receive: 
from trucks (which drive up a 6 ft. high ramp until their tai 
gates are level with the stock floor loading platform), is thei 
transported by fork lifts to positions beneath the point of us: 
and “up-fed” to the sales floor as needed via 20 mechanica 
dumb-waiters of various sizes—one for every two department 
and some of them big enough to handle complete display racks 
(The shipping operation is, of course, the same — but it 
reverse.) The sales floor will be constructed of removabl: 
precast concrete panels so that dumb-waiters may be shiftec 
as departments move or expand. 

Screening these general service activities from the cus 
tomer’s view as he travels the electric stairs through this leve 
of the store will be such customer services as lounges, repai 
departments, credit offices, a lending library and the smal 
“budget” sales departments which are normally put in the 
basement. This floor will be air-conditioned second-handedh 
in that conditioned air from the sales floor above will be forcec 
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Plot plan’s shaded area represents portion of parking lot covered by store-on- 


stilts. T-shaped building in foreground is a service station; dark rectangle 
at top is a landscaped restaurant; ramp at right brings trucks up to stock- 
floor level. The only portion of the store proper on this level is the electric 


stairway vestibule at the center of the covered parking area. 
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through the stock floor space which will thus serv 
as a plenum in the return air system. 


SALES FLOOR 


As the customer rides further up the electri 
stairs, he is deposited smack in the center of th 
sales floor, completely surrounded by merchandise 
This single central point of entry will eliminate th 
manager’s usual guesswork in determining fron 
whence the customers will come, and it should ce 
ate a highly intense merchandising impact on the 
customers. Radiating out from the central stair 
every department in the store can be seen, thanks t 
160 ft. clear span of this floor’s rigid frame construc 
tion. It permits an attractive, efficient arrangemen 
of displays and allows unlimited flexibility of floo: 
layout. The architects believe that the advantage 
of this long span construction outweigh the 15 pe 
cent it will add to the cost of conventional framin; 
for this floor. Those sales departments which nee¢ 
daylight (ready-to-wear clothes, piece goods, out 
door furniture, etc.) will have windows and, if i 
is necessary to move these departments, their win 
dows go with them. The exterior wall panels o 
stainless steel will be interchangeable with windows 


COMPARISON 


To compare their store-on-stilts with the mor 
conventional varieties, the architects prepared th 
schematic sketches shown on the opposite page 
Based on the space distribution (tabulated below) 
of the store-on-stilts pictured on these pages, th 
sketches show the ground areas occupied by si: 
kinds of stores (small rectangles) and the sizes o 
lots they require to accommodate the same numbe 
of cars (large rectangles). Since the vertical dimen 
sions of each set of rectangles are identical, th 
sketches may be read as a graph, dramatizing som 
of the advantages of the store-on-stilts. 


SPACE DISTRIBUTION—STORE ON STILTS 


Selling Nonselling 
space space 
Ground level of store 
Service station .......... 8,500 sq. ft. 
Restaurant .......... 8,600 
Service areas & ramp 9,600 sq. ft. 
Employees’ facilities. 8,700 
Customers’ entry .... 7,700 


17,100 sq. ft. 26,000 sq. ft. 


Intermediate level 
Customer service depts. 10,000 


Stock, utilities, offices 76,000 
Sales level 

Sales depts. ......... 80,700 

Miscellaneous ....... 5,300 


TOTAL BUILDING SPACE 107,800 sq. ft.* 107,300 sq. ft.* 


Covered parking (180 cars) ............. 70,000 
Uncovered parking (770 cars) ........... 254,464 
Landscaping istanerci'e's%ca:s/ctciacsle atone Ue 57,700 
TOTAL) LOT AREA «74.20 0 ee 425,264 sq, ft. 


* While a 40-60 ratio of selling to nonselling space is con 
sidered adequate for branch suburban stores, this 50-50 rati 
is required for a self-contained department store. 
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2-STORIES ON STILTS over ground parking 


Description: Two 86,000 sq. ft. floors on stilts 
sheltering 70,000 sq. ft. of the parking area. 
Restaurant, entry, truck ramp and service sta- 
tion cover only 43,100 sq. ft. of ground. 


Cost per sq. ft. for three floors: $14. 


2-STORIES & BASEMENT (long span) 


Description: Two 54,000 sq. ft. sales floors of 
long-span steel construction above a full base- 
ment stock area. (Deep truss space between 
floors accommodates some stock.) All parking 
on surrounding lot. 


Cost per sq. ft: $I7. 


2-STORIES & BASEMENT (conventional) 


Description: Two 72,000 sq. ft. sales floors (each 
including 18,100 sq. ft. of forward stock area) of 
conventional short-span construction above a 
full basement stock area. All parking on sur- 
rounding lot. 


Cost per sq. ft.: $12.50. 


{-STORY & BASEMENT WITH ROOF PARKING 


Description: Roof-top parking lot, requiring 
4,000 sq. ft. of ramp construction, and one 
sales floor above a full basement stock and 
sales area. ' 


Cost per sq. ft.: $13.50. 


(-STORY & MEZZANINE WITH ROOF PARKING 


Description: Roof-top parking lot, requiring 
4,000 sq. ft. ramp, over a 107,800 sq. ft. sales 
floor flanked by double-decked stock and 
service areas of 55,600 sq. ft. each. No base- 
ment. 


Cost per sq. ft.: $13, 
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1-STORY & BASEMENT (long span) 


Description: One 107,800 sq. ft. sales 
floor of long span steel construction 
above a full basement stock and 
sales area. All parking on sur- 
rounding lot. 


Cost per sq. ff.: $13.75. 


Advantages: Covered parking, covered entry, minimum snow 
removal problem, short car-to-entry distances, optimum circula- 
tion control due to single customer entry, efficient single floor 
sales area, minimum columns on sales floor, easy up-feed dis- 
tribution of merchandise from stock to sales areas, ideal receiving 
and shipping facilities, minimum mechanical ventilation and 
artificial lighting required for above-grade stock floor, ideal 
restaurant location on ground floor permitted by efficient land 
use, expensive elevators required only for moving big stock and 
display items, minimum lot size (424,264 sq. ft.), minimum land 
coverage (43,100 sq. ft.), high advertising value of distinctive 
design, low construction cost. 


Disadvantages: Mechanical ventilation (to handle automobile 
exhaust fumes) and artificial lighting required under building. 


Advantages: Short car-to-entry distances, minimum columns on 
sales floors, easy up-feed distribution of merchandise to sales 


* floors from basement and truss space stock areas, small lot size 


(431,262 sq. ft.), low land coverage (54,000 sq. ft.). 


Disadvantages: Uncovered parking, complex circulation control 
due to multiple entries, inefficient splitting of sales area between 
two floors, inefficient splitting of stock area between basement 
and deep truss space, costly snow removal problem in cold 
climates, highest construction cost. 


Advantages: Economical structural system, lowest unit con- 
struction cost, small lot size (451,220 sq. ft.), medium land cov- 
erage (72,000 sq. ft.). 


Disadvantages: Uncovered parking, complex circulation control 
due to multiple entries, inefficient splitting of sales area between 
two levels, conventional column spacing on sales floors, ineffi- 
cient merchandise distribution by elevator from stock to sales 
floors, costly snow removal in colder climates. 


Advantages: Short car-to-entry distances, efficient single-floor 
sales area, easy up-feed distribution of merchandise from stock 
to sales areas, ideal shipping and receiving facilities. 


Disadvantages: Uncovered parking, complex circulation control 
due to multiple entries, conventional column spacing on sales 
floors, reduced highway recognition (advertising value) due to 
low one-story design, artificial ventilation and lighting required 
for basement stock area, expensive snow removal In colder 
climates, large lot size (503,374 sq. ft.), high land coverage 
(111,800 sq. ft.), high construction cost. 


Advantages: Short car-to-entry distances, efficient single-floor 
sales area, easy down-feed distribution from mezzanine stock to 
sales area, ideal shipping and receiving facilities, minimum arti- 
ficial ventilation and lighting required for above-grade stock 
mezzanine, economical structural system, low construction cost. 


Disadvantages: Uncovered parking, complex circulation control 
due to multiple customer entries, minimum column spacing on 
sales floor, reduced highway recognition (advertising value) due 
to low one-and-one-half story design, expensive snow removal in 
colder climates, large lot size (502,800 sq. ft.), highest land cov- 
erage (168,450 sq. ft.). 


Advantages: Efficient single-floor sales area, easy up-feed dis- 
tribution of merchandise from stock to sales areas, minimum 
columns on sales floor, ideal receiving and shipping facilities, 
expensive elevators required only for big items. 


Disadvantages: Uncovered parking, great car-to-entry distances, 


complex circulation ;control/due. to number of -entries, artificial 


lighting and ventilation required for basement stock area, 
reduced highway recognition (advertising value) due to low one- 
story design, expensive snow removal in colder climates, largest 
lot size (615,174 sq. ft.), high land coverage (107,800 sq. ft.), 
high construction cost. 
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HOUSES 


Texas development is designed to the local climate 


MILTON A. RYAN, Architect and Builder 


Styled to San Antonio’s weather, which is hot in summer but benefits are open-planned for flexible indoor living and easy enjoyment of tl 
from a southerly breeze, this house is one of four in a growing subur- out-of-doors. It sold for $24,000, including land, landscaping a1 
ban development—three of which are presented on these and the fol- architect’s fee. 


lowing pages. The project began when Architect Ryan built a house 
for himself. He sold it as soon as it was finished to one of the many 
people who liked its contemporary design, made him offers and, 
incidentally, disproved the widely held belief that modern houses are 
appreciated only by a very small and select group. So Ryan built 
himself another house nearby (No. 1 on the site plan—right— 
and pictured on page 108). Encouraged by the combined appearance 
of the houses standing side by side, reinforcing each other’s individual 
merits, he decided to build two more on speculation (above and page ELIZABETH ROAD 
110). Considered as a group, the four houses have the harmony of 
a quartet, yet each gives its owner individualism such as he could not 
obtain in the usual subdivision where monotony of design is fre- 
quently mistaken for harmony. Spurred by the public reception given 
these houses, Ryan has recently started nearby a group of similarly 
designed but smaller units which have earned the endorsement of the 
Revere Quality House Division of the Southwest Research Institute. 

Like all the houses in the initial group, the one pictured above is 
closed to the hot western sun but open to the southern summer breeze. 
Since the street is also to the south, the outdoor living areas are 
screened by a horizontally louvered fence. As in the others, the 
living and sleeping quarters are widely separated for the privacy of 
the latter (in this case, by a big kitchen-recreation room) and are 
marked by entirely different kinds of planning. While the bedrooms 
and baths are compactly grouped in a tight rectangle, the other rooms 
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Sliding glass panels open fully carpeted living and dining rooms to 
terrace. Clerestory above porch roof adds east light to living room. 
Ulric Meisel 
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While the compartmented bedroom wing of Ryan’s own house is as 
private as it is conventional, the other wing is a single room 25 ft. 
wide, 54 ft. long. Its various parts may be used individually for 
polite or informal conversation, quiet or noisy play and company or 
family dining—or they may all be thrown together to accommodate 
a square dance or the Texas version of baronial entertaining (with the 
overflow accommodated on the barbecue terrace—photo right). Each 
of four areas of this big room is defined only by the arrangement of 
its furniture; however, a flexible screen anchored to one of the 
interior columns may be wrapped around the self-styled “parlor” area 
to give it privacy or may be pulled across the kitchen area to hide the 
dirty dishes. In keeping with the purpose of the areas, most of them 
are floored with asphalt tile—only the “parlor” is carpeted. Cemented 
to the floor, this wall-to-wall carpeting, as in the neighboring houses 
is treated as an interior finish material. 

Exterior design of the house features clean brickwork, narrow 
window mullions and a wafer-thin flat roof whose wide overhang is 


faced with aluminum panels and supported by slim pipes (photo 
right). 
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Cost breakdown 


Clearing & grading site... 
Leveling & filling lot ..... 
Foundation excavation ... 
Foundation & slab ....... 
| ede SSB SaaS 
MABONTY 2 n. ccc cccccccecee 
Insulation 
Lumber & millwork...... 
Carpenter labor .......... 
Oo (OL ee 
Roofing & sheet metal ... 
MEMONIBREM clo c's onc vcs 000 cee 
Glass & glazing ... 
Partitions, lath & plaster. 
Hardware 
Plumbing ......... 
MEEIRELIEC oiip piple |b 0/01 v.c\c'eece 
Appliances ...........-++- 
Kitchen cabinets .. 
Utility connections ...... 


ry 


see 


ee 


eeeee 


$209 
678 
307 
2,133 
239 
2,001 
140 
2,110 
1,703 
978 
787 


Electrical work ........:. 576 
EXNAUSE SANS a6 05 0.000.650 174 
MROD AVON Gio lels aieir cua aspiavsinievele 8 
POAIISINNG oie ein oic.o' «ld sle.siois's axe 735 
TiHing in baths’. ....-5... 753 
Glass shower enclosure .. 299 
Venetian blinds & curtains 532 
Floor coverings .......... 1,340 
Walks, terraces & drives. 507 
Subdrainage ............. 76 
ABAVIINIG close wisihic'e-ciels 16d ole 66 
EV EPHGAG te cistsieiecces.e ciao bible. d,200 
Title, survey & closin 
COREG cigs as clot a's wiv ee kde 'o-0'< 225 
Total (excluding land, __ 
landscaping, pool, 
sprinkler system and 
architect’s fee) .......$25,030 
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Small swimming pool, which cost $7,300 is adjacent to garage at 
rear of house (No. 1 on site plan, page 106) and protected by 


vertically lowered screen. 


HOO 


Fireplace flanked by glass is focal point of “parlor’ which may be 
enclosed by folding screen (above) or opened to the family living 


area (below). 


Ulric Meisel 
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Redwood trellis, partially covered with aluminum sheeting, 


runs across open end of court and along living-room wings. 


Above, view from street. Below, living area features built-in 


cabinets, floor-to-ceiling windows, wall-to-wall carpet. 


ulric Meisel 
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U-shaped house faces its court 
to street to catch Texas breeze 


In this house (No. 3 on the site plan, p. 106) Architect Ryan comes 
up with a different—and forthright—solution to the orientation prob- 
lem presented by his south-facing lots. The rooms are grouped around 
a court which is open on the street side so that it gets the full advan- 
tage of the southerly breezes. The difficulty presented in this solution 
is, of course, that of preserving the privacy of the court despite its 
openness to the street. Ryan has provided for this by setting the 
house back 60 ft. from the street and by running a wall and a trellis, 
with supplementary trees and planting, across the open end of the 
court. The interior layout of the house features open planning in the 
living area and privacy in the sleeping area which also mark the 
other houses in the group. The connecting wing between these two 
areas is given over largely to kitchen, bath and storage with the car- 


port located in the rear. This house was built on speculation and 
sold for $29,050, including the double lot. 


CONSTRUCTION OUTLINE: Foundation — reinforced concrete. Exterior 
walls—1 in. cement stucco on metal lath, studs, 4 in. rockwool and plaster. 
Floors—concrete slab. Ceilings—metal lath and plaster. ROOFING—cedar 
shingles. Carport—corrugated aluminum, Vermiculite concrete slab, Zonolite 
Co. and built-up roofing. SHEET METAL WORK: Flashing and gutters— 
26 gauge galvanized iron. WINDOWS: Sash—steel casement, Fenestra, 
Detroit Steel Products Co. Glass—double strength, quality B. FINISH 
FLOORING: Main rooms—Cali-wool carpets, Oriental Rug Cushion Co. 
Kitchen—asphalt tile, Armstrong Cork Co. Bathrooms—Monarch Tile Co. 
PAINTS—Lowe Bros. Co. DOORS—Roddis Lumber & Veneer Co. HARD- 
WARE-—Sargent & Co. ELECTRICAL SWITCHES—Mercury, General Elec- 
tric Co. KITCHEN EQUIPMENT: Sink and cabinets—Youngstown Kitchen 
Div., Mullins Mfg. Corp. BATHROOM FIXTURES—Eljer Co. Wall heaters— 
Day & Night Mfg. Co. HEATING—two floor furnaces, American Radiator- 
Standard Sanitary Corp. Controls—Minneapolis-Honeywell Regulator Co. 
Water heater—Hoyt Heater Co. Exhaust fan—Hunter Fan & Ventilating Co. 


Danish house is attractively 
integrated with its gardens 


Thoughtful planning and nice detailing blend com- 
fortable living quarters with natural beauty— 


despite an austerity of budget and materials 


ERIC STENGADE, Architect 


Photne: 


Andresen 


Viewed from study-bedroom, living and dining 
areas are divided simply, informally and flexi- 
bly by an upright piano painted to blend with 
the room’s decor. Ceiling is covered with stri- 
ated acoustical tile. Windows and door open 
upon the rear yard (left). Panel in wall at 
right slides sideways to open a pass-through to 


the kitchen (next page). 


Danish architect’s home counts on the out-of-doors to off-set its minimal dimensions 


Sliding panel in partition between kitchen and dining area converts kitchen breakfast table into 
@ pass-through counter and opens the back of the kitchen cabinets so that china may be trans- 
ferred directly to the dining room table. Splayed face of cabinet increases depth of storage 
shelves near ceiling where head room is not important. Below: A view across sun garden down 


narrow front service yard showing use of trellis and informal floral planting to achieve mellow 
atmosphere which compliments the house’s simple design. 


SCALE 


Although its floor plan (with bedrooms at either end of 
the living area and a single lavatory a long walk from the 
master suite) seems unworkable when measured against U. S. 
standards, this small Danish house contains several design 
ideas which make good sense in any country: 1) Through 
the use of large windows, sliding glass doors, trellises and 
small private gardens, the size of the small rooms is magni- 
fied. 2) Built-in furniture, scaled to the room’s dimensions, 
makes the most of the meager floor area—the kitchen break- 
fast table (left), for instance, doubles as a work counter and 
a serving table for the dining room. 3) Fostered by govern- 
ment restrictions on Danish building, both construction and 
design are extremely simple and economical, yet both ex- 
teriors and interiors are extremely attractive—thanks to the 
architect’s deft detailing and his use of nature to the utmost. 

This house was designed for his own family by one of 
Denmark’s top-flight younger architects, Eric Stengade, crea- 
tor of the Danish Pavillion at the 1939 World’s Fair, recent 
winner of the Gold Medal of the Royal Academy of Fine 
Arts in Copenhagen, now visiting contemporary U. S., build- 
ings preparatory to designing the Bernadotte International 
School in Denmark. 
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House occupies one corner of a small (7,200 sq. ft.) interior lot which is ingeniously developed with 
separate gardens for parents and children, a vegetable garden, a lawn and a small front service yard. 
Aside from chairs and mobile beds, most of the furniture is built-in to make the most of the small 
rooms (note table and bunk in child’s 7 x 10 ft. room above, and wall-hung bookcase in 10 x 12 ft. 
study-bedroom, below). Practically hiding the south end of the house, the vine-covered trellis (left) 
eases the transition between indoors and garden. 
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Two merchant builder houses feature unusual roof framing system 


that cuts costs for builder, provides more living space for buyer 


LOCATION: Bow Lake, Wash. 
BLISS MOORE, JR. & ASSOCIATES, Architects 
HAINSWORTH CONSTRUCTION CO., Builder 


A roof framing system which results in construction 
economies for the builder and more interior space 
for the buyer marks these two small houses, They 
are handsome prototypes for 40 units now being 
built at Bow Lake Subdivision near Seattle. 

Architect Moore has modified an orthodox rafter- 
and-ridgepole roof with a prefabricated Howe truss 
which spans most of the house lengthwise. (See dia- 
gram, right). The result is to minimize framing, 
eliminate most interior load-bearing partitions. 
Freestanding storage units are used to partition most 
of the house. Builder Art Hainsworth estimates that 
this added storage space restores to active use about 
4 per cent of the floor area normally occupied by 
load-bearing walls. 

In addition to providing amenities which boost 
sales, the unusual roof framing system is said to pay 
off beforehand in construction economies. (Cost per 
sq. ft.: $9). It permits rapid enclosure of the house, 
and greater freedom in plastering walls and ceiling, 
installing floor. The prefabricated wardrobes, clos- 
ets and storage cabinets are not put in place until] 
all other interior work is completed. These units 
are fabricated in the builder’s own shop at a cost 
considerably less than that of interior partitions. 

Despite these advantages, ‘this type of construc- 
tion has provided some financing headaches for 
Hainsworth. FHA would not give him a full mort- 
gage commitment partly because of its misgivings 
about the roof framing system. The local office 
granted only $6,650 form the small house, $7,100 
for the larger one—about $2,000 less than their 
sales prices. Since he knew that his prospective 
buyers could not make up this difference in down 
payments, Hainsworth worked out other arrange- 
ments. He sold the houses on contract, $500 down 
and $75 a month, with the provision that the pur- 
chaser assume the mortgage in four years. By that 
time, the relatively high monthly charges will have 
reduced the contract to the amount of the mortgage, 
and these charges will be reduced to the FHA- 
insured level. This roundabout financing has not 
materially affected sales, according to Hainsworth, 
although he has applied to FHA for a higher com- 
mitment on the 25 houses he is building this year. 
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Cost breakdown 

Site preparation and groundwork ...... 266 
Concrete footings ........... pote eseee 448 
Firaming amber c.. cer. cescetcceten 713 
Exterior and interior wall boarding.... 806 
EBRTCK WORK sis cisrereleroieinicrer etree opelate ater eisietate 267 
Composition roofing and sheet metal .. 242 
ROOf Unsulationi: c:.ccitlstnelast o)ceie slomieieieters.s 58 
Steel sash and glass .................. 195 
PAUASTOTITIGY nace ote o che tsa c soraiem arte tacentatase/afe 368 
Millwork (including wall partitions)... 809 
Hardware—rough and finish ........... 59 
Carpenter labor—framing and finishing 910 
Piumbing and sOWeP i... 0...cedecesseene 964 
Heating nit oaceleine cco ntantersctale a omcreetetae 151 
Electric work and lighting fixtures.... 209 
Floors—oak and fir ......c0ccccenccases 310 
Painting and decorating ....2.. 1. .+.<..« 340 
Linoleum floors and drainboards ...... 82 
Window) shades) i097 xc cese co ieee 32 
Permits, cleanup and incidentals ..... 75 
State taxes aor, sicnticn ects ssitcre aon aie 220 


TOTAL (excluding land, financing, 
sales expense, overhead and profit)... 7,024 


water heater 


Large house (plan, above) features dining room | 
enclosed partially by coat closet, kitchen sink. 
House exterior (photo, right) is long, low-slung. 
Sales price of this unit: $9,300. 


Longitudinal truss permits raising the living 
room ceiling to the plastered underside of 
sloping roof. Result: welcome relief from the 
cramped feeling common to living areas in 
small houses. Ceilings in all other rooms are 


furred down. 


CONSTRUCTION OUTLINE: Exterior walls 
—fir striated vertical boarding, 15 Ib. paper, 
1 in. shiplap sheathing, studs, Rocklath and 
plaster, U. S. Gypsum Co. Floors—oak, 
ROOFING—built-up. FIREPLACE: Damper 
—Tristop Damper Co. WINDOWS: Sash— 
metal Trimset, Fentron Steel Works. Glass— 
double strength, quality B, Libbey-Owens- 
Ford Glass Co. FLOOR COVERINGS: Kitchen 
and bathrooms—linoleum, Armstrong Cork 
Co. WALL COVERINGS: Living room— 
fir. Bedrooms and halls—plaster. All interior 
walls formed by storage cabinets, etc. ELEC- 
TRICAL INSTALLATION: Switches—Arrow- 
Hart & Hegeman Electric Co. Fixtures—_ 
Seattle Lighting & Fixture Co. BATHROOM 
FIXTURES — American Radiator-Standard 
Sanitary Corp. HEATING—oil burning floor 
furnaces, Meade & Co. i 


Photos: Dearborn-Masser 
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Smaller house’s floor plan (above) achieves high 
degree of openness in living area. Exterior photo 
below points up clean, simple details which char- 
acterize this $8,600 house. 


TOMORROW'S 
HOSPITAL 
MUST BE 
DIFFERENT 


A report on changes in medical and 


nursing practice that will call for changes 


in hospital design—ty rosert M. CUNNINGHAM, JR.* 


New medicines, new treatments and new ad- 
ministrative economies call for a new architec- 
ture in hospitals. 

Early ambulation requires more toilets, 
wider corridors, new recreations rooms, bigger 
visiting rooms, perhaps central dining rooms. 
The doctor’s need for expensive diagnostic 
equipment is moving his office to the hospital. 
And the introduction of antibiotic drugs is 
moving the drug store in the same direction. 
More complicated nursing requirements and 
higher nursing costs demand more efficient 
floor plans which permit closer nurse super- 
vision, patient self-help, smaller rooms, relo- 
cated utility rooms, fewer bed rooms per nurs- 
ing unit, decentralization of the nursery. 

Hospital insurance programs and the control 
of hospital operating costs suggest more space 
for administrative functions. Other changes in 
hospital medicine, methods and economy call 
for semi-private accommodations to replace 
the wards, a new “plumbing” system to carry 
oxygen, double-corridor buildings to cut build- 
ing and operating costs, new wings to house 
mental and chronic disease cases. And, today’s 
hospital must anticipate the medical implica- 
tions of such ‘scientific wonders as television 
and the atom. 

These and a host of other new developments 
affecting hospital design are the subject of the 
accompanying article. 


*Managing Editor, The Modern Hospital. 
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Hospitalization is both a medical and a fiscal experience. 
What happens to hospitals, therefore, emerges inevitably from 
what is happening in medicine and in the turbulent field of 
medical economics. In recent years, so many things have been 
happening in medicine and medical economics that today’s 
hospitals are as different from those of a few years ago as a 
betatron is from the original roentgen tube. Moreover, in a 
period when portentous scientific discoveries crowd one an- 
other for space in the pages of the medical journals and any 
congressmen’s opinion about health insurance will make 
headlines in the papers, a hospital can easily become obsolete 
in the time it takes to build it. With an estimated $12 billion 
in hospital construction still needed to meet the nation’s bed’ 
requirements, however, architects and builders are under- 
standably willing to take the risk. 

Today’s hospitals, to name the most obvious and possibly 
the most significant of the changes that have taken place in 
medicine, are for the walking as well as the prostrate sick. 
Diagnostics is supplanting surgery as the hospital’s major 
function, not so much because the doctor wants to transfer his 
practice from the office to the hospital as because the onrush 
of medical science leaves him no choice in the matter; you 
cannot put a basal metabolism machine in a black bag, and 
the average home is poorly equipped and staffed to give peni- 
cillin injections every three hours around the clock. With 
hospitals thus absorbing, or at any rate housing, more and 
more of the doctor’s functions, the operating-room-with-attach- 
ments of a generation ago has vanished, and even the small 
community hospital is a real medical center by comparison 
today. In addition to providing the space and equipment and 
service facilities that are necessary for a constantly increasing 
number of outpatients, many hospital planners today are add- 
ing office space for staff physicians. Already in operation in 
a number of up-to-date hospitals, the staff office plan is an 
economy for the whole community; spared the weary shuttle 
from hospital to office and back again, the doctor has that 


much more time and energy for his patients. (See p. 126). 


More room for early ambulation 


If there is new activity at the hospital door as outpatients 
come and go for examination and treatment, the change on 
the floors is even more noticeable. A result of the war-born 
discovery that postoperative patients benefit from exercise, 
the technic of early ambulation makes today’s surgical and 
obstetrical corridors look like a department store aisle dur- 
ing the Christmas rush. In contrast to the prewar standard 
which called for a week or ten days of supine and, as it has 
turned out, mistaken fear of the surgical incision, many pa- 
tients today sit or stand up on the first postoperative day, 
totter to the bathroom on the second day, and walk to the sun- 
room on the third day. After that, they are likely to prome- 
nade at all hours until it is time to go home—an event which 


occurs at about the time the patient used to raise his head 
weakly off the pillow to take soup through a glass tube. 

The chief architectural result of early ambulation has been 
to put a bathroom between every pair of patient’s rooms; in 
some modern hospitals there is a toilet for every room. Peri- 
patetic patients also require more visiting and recreation 
space; they may walk to X-ray, physical therapy and other 
departments, where provision for altered traffic must be made. 
Some of them may wish to eat in a central dining room instead 
of in bed, a preference which may eventually affect the de- 
sign of food service departments and facilities if the practice 
continues to grow. 


Rehabilitation—a new department 


In many hospitals, the sequel to early ambulation has been 
rehabilitation, another outgrowth of the war. The military 
hospital must keep its patients until they are fit to fight again, 
and medical economy thus requires that everything possible 
be done to hasten the result. During the war, spectacular re- 
sults in returning sick and wounded personnel to duty were 
achieved by Col. Howard A. Rusk of the Army Air Forces. As 
director of the Baruch-endowed Institute of Physical Medicine 
and Rehabilitation at New York University-Bellevue Medical 
Center since the war ended, Dr. Rusk has been bringing his 
concept of the rehabilitation function to civilian hospitals. 
lhe effectiveness of his program is demonstrated by the fact 
hat rehabilitation departments are included in the plans for 
many new hospitals, while doctors and administrators who 
ire resigned to carrying on in old buildings are dusting off 
he blueprints in an effort to find space enough, at least, for 
1 Hubbard tank, a vaulting horse and a ping-pong table. 

Changes such as early ambulation and rehabilitation, how- 
“ver, may take years to gain acceptance throughout the rank 
and file of the nation’s 140,000 practicing physicians. Not 
0 the most dramatic of all the recent medical discoveries — 
he antibiotic drugs. First the sulfonamides, then penicillin, 
1ext streptomycin, and now aureomycin have swept into the 
»ractice of medicine and, like an offshore wind in a fog, 
mrightened ‘up the whole outlook immediately. In less than 
en years, the antibiotics have virtually eliminated whole 
liseases, reduced previously grave infections to the status of 
1 light cold, and taken most of the terror out of many post- 
yperative and postpartum complications. The effects of these 
»pic events on hospital design are just beginning to take hold. 
Vastly increased space must be provided, for example, to 
store the huge quantities of drugs that must be kept on hand 
all the time. In addition to the antibiotics, new anestheic 
igents and increasing use of parenteral solutions, blood and 
blood fractions have also pushed back the walls of the hos- 
pital pharmacy, which has been transformed from a hole-in- 
he-corner drug closet to a pharmaceutical manufacturing and 
listributing center of substantial professional, financial and 
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the plans for many hospitals . . .” Above, sug- 
gested plan for rehabilitation department in 200- 
bed general hospital by Architect Isadore Rosen- 


field. Below, occupational therapy loom at Grace 
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architectural proportions. Inhalation therapy, too, is making 
its mark on the hospital architect’s drawing board as more 
and more doctors order oxygen to support treatment. With 
heart and cardiovascular disorders on the increase, for which 
many doctors now use oxygen routinely, additional storage 
space must be found for oxygen tanks, and provision must be 
made for handling and transporting them around the hospital. 
Because of the noise, inconvenience, cost and hazard of truck- 
ing the tanks through hospital corridors, and the frequent need 
for oxygen to be available swiftly in an emergency, some 
hospital designers are including a central oxygen system in 
their plans, providing for the gas to be piped from a central 
source of supply directly to the bedside. 


Design to help the nurse 


Provision of storage and handling space and the other faci- 
lities made necessary by the new drugs and treatment technics 
has been their immediate effect on design. It is likely, how- 


ever, that the long term changes produced by these develop- 
ments will be even more profound. Inevitably, they are chang- 


ing the character of nursing service, and it is around nursing 
service, essentially, that any hospital must be built. Ob- 
viously, the patient who is geting penicillin or streptomycin 
or oxygen or intravenous glucose needs the closest kind of 
nursing supervision. Their administration is time-consuming, 
the materials must be sterilized, and the patient must of 
course be watched and checked closely throughout each pro- 
cedure. Thus the intensity of nursing service mounts with the 
increasing use of these methods. As nursing intensity rises, 
the number of patients a nurse can care for, and the number 
of beds in a nursing unit, must fall accordingly. So far, these 
effects have been neatly offset by other factors—early ambu- 
lation, the larger proportion of diagnostic patients, and the 
stark economic fact of the nurse shortage. Also helping the 
nurse as she runs faster and faster to stay in the same place 
is the architect, who now puts a sub-utility room between each 
pair of patient’s rooms, instead of at the end of the hall, and 
who makes the rooms themselves smaller and places bedside 
equipment for maximum self-service by the patient. Another 
development that has emerged directly from the new medical 
technics is the postoperative recovery room, a nursing unit 
located adjacent to the surgical department and specially 
designed for the high intensity nursing that is required during 
the first 24 hours following surgery. Some planners have en- 
visioned a hospital in which the recovery room concept is 
carried on to its logical conclusion and nursing units are 
stacked in the structure according to the intensity of the ser- 
vice required. The full flowering of this idea would mean, 
however, that a single patient would have to be moved along 
successively to units of lesser nursing intensities as he recov- 
ered from his illness—a procedure nicely calculated to make 
him feel even more like an inanimate object on an assembly 
line than he does now. 
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Piaget 
“|. A pharmaceutical manufacturing and distributing center 


of substantial proportions .. .” Above, new pharmacy at St. 
Mary’s Hospital, Rochester, Minn. Below, suggested plan for 
pharmacy in a 200-bed hospital by U. S. Public Health Service. 


i 3-6" af a Bia Seer ay 


PHARMACY 


| 
® 


1. refrigerator 6, acid proof sink (2. rectangular nicke!-clad sterilizer 

2. drug cabinet 7. drawing pegs 13. locker 

3 filing cabinet 8. gaduate rack 14. opaque glass Insert in counter 

4. desk 9, double element hot plate 15. gas, compressed air & vacuum outlets 
5, book shelves 10. prescription counter 16. adjustable metol shelves above 


{1. narcotics safe counter, cabinets below 


OPERATING RATING 


OPERATING OPERATING 


Bes s nea J 
Faia 
oe Cl 


OPERATING 


“_. The postoperative recovery room—a nursing unit located 

adjacent to the surgical department .. .” Above, postoperative 
recovery room at center of 16-operating room floor of the 1,000- 
bed Hartford Hospital, Hartford, Conn., by Architects Coolidge, 
Shepley, Bulfinch & Abbott. 


The fact is that doctors are aware of the assembly line 
feeling and are doing everything they can to combat it, 
needled by the comparatively recent knowledge that no great 
purpose is served by curing the patient’s body at the expense 
of his psyche. The results have been startling. In place of 
the aseptic whites and utilitarian tans of a few years ago, the 
hospital room today is militantly merry, with colorful chintzes 
and prints abounding among the furnishings and pastels man- 
datory for the walls. Beset by this determination to make 
him feel at home or else, the patient can distinguish his hos- 
pital environment from a New England tea room only by the 
acoustical tile on the ceiling. In this day of public relations 
rampant, even the paper doily on his tray, like as not, carries 
a jolly little message from the management. 


Decentralization comes to the nursery 


Whether the adult patient has gained or lost from this sud- 
den concern for his psychic needs is thus a matter of taste, but 
there is less room for questioning the new deal for the new- 
born infant. The mechanical routines of the big, central 
nursery are ill-suited to the actual needs of the individual 
organism, according to the latest scientific view; one baby’s 
milk is another’s poison. So that babies can be fed and fon- 
dled by their own mothers according to their own needs, in- 
stead of only by nurse and by clock, the decentralized nursery 
or rooming-in plan has been evolved, with bassinet kept in 
cubicles adjacent to the mother’s rooms or, at most, in nursery 
units designed for six or eight babies. Like any radical 
change, the rooming-in plan is meeting stiff resistance among 
doctors, hospital administrators and architects, who can die 
as hard as the next man. But the method is spreading as re- 
ports of its beneficent effects on mothers as well as babies pile 
up evidence in its favor, and there can be little doubt that 
rooming-in is the shape of things to come on obstetrical floors. 


The knife gives way to drugs 


In whatever pattern, obstetrical floors and nurseries are 
here to stay; it is unlikely that medical science will ever de- 
velop a satisfactory substitute for childbirth. In some of its 
other aspects, however, medicine is outsmarting itself at a 
rate which makes the continued existence of some previously 
important activities doubtful. What is happening in the ear, 
nose and throat department, for example, should not happen 
to a doctor who has to pay income tax. Preventive immuniza- 
tions have all but wiped out many of the communicable in- 
fections affecting the upper respiratory tract. Drug therapy 
checks others before serious complications can develop; the 
old familiar sequence of measles or scarlet fever to middle 
ear infection to mastoiditis to surgery is practically unheard 
of today. Many presumed sinus infections have turned out 
to be allergies and are responding nicely to treatment with 


“.. The new deal for the new-born infant.” 
Rooming-in nursery units at the George Wash- 
ington University Hospital, Washington, D. C., 
by Architect Slocum Kingsbury. Infants rest 
in plastic baskets atop wheeled tables which 
are moved back and forth between mother’s 
bedside and adjacent glass-enclosed nursery. 
Pictures above are of semi-private nursery- 
bedroom suite. Plans below show two varie- 


ties of private accommodations. 


Photos: Davis-Studio, Blakeslee- 
Lane, Federal Works Agency 
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the new antihistaminics; separated septums are thus becom- 
ing a rarity in the operating room sink, where they used to be 
stacked up like turkey bones after Thanksgiving dinner. A 
ten-year-old with tonsils had become almost a medical freak 
until the tide was turned a few years ago—again by the drugs 
which killed the infections which resulted in hypertrophied, 
and hence removable, tonsils and adenoids. Operation T & A 
is still high on the surgical schedule, but the queue at the hos- 
pital door during school vacations is getting shorter. 


Enter television and the atom 


Otolaryngologists who are discerning and skillful and en- 
ergetic and young enough are scanning the medical school 
catalogues for postgraduate courses in allergy, cancer and 
other related subjects to take up the anticipated slack in their 
practices. At the same time, long-headed hospital planners 
are studying the statistics of surgery in an attempt to unveil 
the proportion of operating rooms to beds that will be needed 
day after tomorrow. This is uphill work, not only because it 
is: difficult to gauge the future course and pace of the changes 
that are already under way, but chiefly because it is impos- 
sible to foretell what medical miracles may be lurking behind 
the next leaf on the calendar. The use of atomic materials in 
medicine, for example, appears to hold considerable promise 
for the development of a successful nonsurgical treatment for 
cancer. The effect of any such method on the demand for 
hospital facilities would be immediate and drastic, but no one 
can say whether it will come next month, next year, ten years 
from now or never. At least one architect, however, has plan- 
ned a hospital with 25 per cent less operating room space than 
today’s standard, and with a lead-lined core which provides 
for an atomic treatment room on every floor. And, whatever 
its size and number, the operating room will no longer be at 
the bottom of a pit or amphitheater whose sides rise steeply 
in tiers of viewing stands for students and visiting medical 
dignitaries. They can see and learn better, it is plain today, 
watching the operation on television. 


. . and the Blue Cross 


Unhappily, the onward movement of science has necessarily 
damaged the hospital patient’s pocket as much as it has aided 
his body. The antibiotics are murderously expensive. So are 
sterile solutions; so is oxygen; so is the high intensity nursing 
service that must accompany these technics; so, in an infla- 
tionary economy, are all the other talent and help needed to 
make up today’s ratio of one-and-a-half to two employees for 
every hospital patient. Apologists for the voluntary hospital 
system are fond of pointing out that whereas the daily costs of 
hospital care are higher than they used to be, hospital stays 
are much shorter, so the cost per case is about the same. This 
is perfectly true, but it is dim comfort to tell a man who has 
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television equipment and audience adjacent to operating 


room in Chicago’s St. Luke’s Hospital. Below, experimental 


telecast of an operation at this hospital. 


Modern Hospital 


to pay a $25 a day hospital bill that he should be thankful 
because his grandfather might have died from the same 
disease. 

Fortunately, as hospital costs have spiraled upward during 
the last ten years, hospitals have offered something more than 
conversation to help their patients fight off insolvency. Better 
business methods have helped keep costs in sight, if not under 
control, and Blue Cross has helped millions of patients to pay 
what had to be paid. Both elements have affected design. 
After generations in which hospitals were-run by humanita- 
rians who considered it beneath their dignity to look a deficit 
in the face and call it by name, the economic pinch of depres- 
sion and war have forced the discovery that charity and good 
cost accounting can live together amicably, if not without 
occasional argument, under the same roof. Accounting soon 
revealed that 60 to 70 cents of the hospital dollar was paid 
out in salaries and wages. Together with the acute personnel 
shortage that developed during the war, this fact brought rec- 
ognition of the basic economic truth, long known to industry, 
that things are cheaper than people. It costs thousands of 
dollars to put those sub-utility rooms alongside the patients’ 
rooms, but it saves steps for nurses and pays off in the long 
run. It costs money, too, to provide recreation space for hospi- 
tal employees and to build bigger and pleasanter service areas 
for them to work in, but it cuts down labor turnover and avoid- 
able turnover is the ultimate extravagance. The new hospitals 
have more space for administrative offices and functions be- 
cause the new hospitals have better administration; you can 
afford to spend a thousand dollars providing a room for super- 
visory training demonstrations when you can save a thousand 
dollars a year on better trained supervisors. The double-corri- 
dor plan, with service facilities joining two parallel rows of 
patients’ rooms, is another new concept based on the economy 
of spending money to save steps. 


The ward becomes semi-private 


More than any other pressure of economic circumstance, 
however, Blue Cross, the hospitalization prepayment plan that 
has enrolled 30 million. people in the last ten years, has 
changed the shape of the hospital. The open ward for 16 or 
20 or more patients is a thing of the past in America. Inherited 
in the first place from Europe, where the hospital is for the 
sick poor and the well-to-do are cared for at home, the ward 
has ceased to exist here except in the largest hospitals and in 
those operated by various branches of government to care for 
indigent public charges. Elsewhere, the four-or-six-bed ward 
is the cheapest accommodation and the two-bed and small 
private room are in greatest demand. Armed with his Blue 
Cross card, which will pay the whole cost of semiprivate (two 
or four beds) and the greater part of private room care, to- 
lay’s patient is in no mood to share his miseries and embar- 
rassments with the general population in a large ward. Give 
nim some privacy, it says here on his card—a message the 


architect has had to heed. (Continued, next page.) 
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“The double-corridor plan with service facilities joining two 
parallel rows of patients’ rooms is... based on the economy 
of spending money to save steps .. .” Typical double-cor- 
ridor floor plan for Architect Alfred L. Aydelott’s projected 
hospital of the future (for room plan see p. 117). 
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Continued from page 121 


It may be, however, that factors outside the hospital econ- 
omy as such will once again open the ward that Blue Cross 
and wartime prosperity closed. If we should get government 
health insurance, for example—a possibility that is melan- 
choly to contemplate but foolhardy to ignore—the tendency 
for hospital service to move toward the lower payment levels 
would probably be irresistible and lower payment levels 
would mean larger wards again. Short of compulsory insur- 
ance, some kind of government subsidy for hospitals, at least 
enough to put a floor under indigent care, is believed to be 
inevitable by many authorities who have watched philan- 
thropy languish while costs soared. To the extent that hospi- 
tals must look to the government for support, they will un- 
questionably have to operate on a how-much-for-$5 instead 
of a good-care-at-whatever-cost basis. The same shift in 
emphasis, as a matter of fact, would undoubtedly develop in 
a period of extreme inflation or depression, regardless of gov- 
ernment action. In any case, farsighted planners know which 
partitions could come out to make wards and which private 
rooms could be converted to two- or three-bed units. 

It is a little-known fact that roughly half the hospital beds 
in the country are occupied by patients with mental disease. 
State mental hospital systems are already desperately over- 
crowded and the admission rate is going up instead of down. 
Necessarily, therefore, pressure has developed on general hos- 
pitals to accept these patients and many are planning or build- 
ing psychiatric units or converting other space to this use 
today. Another long-time state responsibility, however, tuber- 
culosis, is likely to diminish in size as present methods of 
case-finding and treatment are more widely applied. One 
architect who is planning a tuberculosis hospital now is ar- 
ranging in advance for its conversion to general use when 
tuberculosis disappears—within 25 years, as he thinks. 


The next great hospital problem 


Medically as well as economically, the next great problem 
in health and hospital care is chronie disease. With the help 
of penicillin, grandmother has survived pneumonia, to live 
another ten years—possibly suffering from arthritis or arte- 
riosclerosis, perhaps to die of cancer. Occupying a bed in a 
general hospital, she is using more hospital care than she 
needs and costing more than she or society can afford to pay. 
In a special facility she would be removed from the medical 
or surgical skill that she is likely to need at any time and, be- 
sides, who is going to build the facility? The first groping 
steps toward an answer may be seen in the general hospital 
with a special geriatric floor or in the nurses’ home converted 
into a chronic diease unit. However difficult the chronic dis- 
ease problem may become for doctors and hospital planners, 
though, they can be fairly certain that grandmother herself is 
grateful for those ten years of added life, or if grandmother 
isn’t, God is. That is the rewarding thing about hospital work. 
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MODULAR 


paid for by new design economies: 


1. Repetition of identical 17% x 22 ft. framing 


bays throughout to simplify construction. 


2. Loft construction with exposed concrete frame 


and cavity masonry fillers laid without scaffolds. 


3. A new type, low cost air conditioning system 


to save space and avoid cross-contamination. 


4. Double. glazing in continuous windows to 
lower the air conditioning load and add a foot of 


usable space to each room. 


5. Separate toilet facilities for each semi-private 
room at a cost less than some recent hospitals 


have spent for lavatories alone. 


BI OPI TAL cpproaches: tomorrow's 


All the essentials of space and structure in this hospital have 
been pared to a very economical minimum to make room in 
a median building budget for such out-and-out amenities as a 
private toilet for each sickroom, wall insulation, acoustical 
ceilings, continuous windows of double insulating glass and, 
most important, a new and simple kind of air conditioning 
which achieves very low cost and yet avoids cross-contamina- 
tion. 

This 400 bed building was planned by Pace Associates to 
give the 600 physicians and surgeons on the Chicago teach- 
ing staff of the University of Illinois a private hospital for 
their private patients, including generous facilities for re- 
search in geriatrics (the diseases of old age). Whether or 
not it is ever built for them, it embodies progressive solu- 
tions to many planning and construction problems which are 
well worth study by anyone thinking of building a hospital— 
or, to a lesser extent, a hotel or an apartment project. 


How money was saved... 


The extra cost of the amenities planned will be paid for 
by the savings realized on the economical construction of this 
building, and Pace Associates have devised a half dozen im- 


requirements with new amenities 


PACE ASSOCIATES, Architects; W. H. Binford in charge of design 


portant ways to cut these construction costs: 

> Key to most of them is the repetitive use of uniform 1714 
x 22 ft. column bays throughout the 5214 ft. wide building, 
see plan, left. As shown on pages 126 and 127, the archi- 
tects proved that this standard bay can accommodate handily 
any type of hospital facility—bedrooms, operating rooms, 
delivery rooms, research rooms, waiting rooms, classrooms, 
flower rooms, dining rooms, sunrooms, etc. 

> The 1714 x 22 ft. bays are small enough to permit flat slab 
floor construction (8 in. thick) with no projecting ceiling 
beams to complicate forming or interfere with pipes and 
ducts. The flat ceiling requires no expensive plaster corners 
and offers an easy surface for acoustic tile. Moreover, with 
steel deck forms costing only 30 cents per sq. ft. in Chicago, 
this type of floor costs less than beam and slab or pan joist 
construction, despite its greater consumption of concrete. 
And the greater thickness of the flat slab carries electrical 
conduit easily and permits the forming of shallow depres- 
sions for small areas of tile and terrazzo flooring—many of 
which are required in a hospital. 

> Since all spans are uniformly 171% and 22 ft., column 
sizes were limited to two: 16 x 16 in. on the interior, 16 x 20 
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-Flat slab floors 
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temperature controlled by damper on input air thereby increasing 
or decreasing recirculation within room 


drop shelf for flowers, books, etc. 


DETAIL 


INSULATED CAVITY WALL TYPICAL NURSING UNITS 


in. on the outside. This will simplify column forming. 

> Borrowing an economy technique from the lowly loft building, 
Pace Associates have exposed the hospital’s concrete frame to the 
exterior (as did Architect Mies van der Rohe in his Promotory Apart- 
ments—Forum, Jan. 50). The opening under the windows is filled 
with an inexpensive nonbearing wall of 4 in. of brick, 2 in. of foam 
glass and 6 in. of concrete block plastered on the inside (see detail 
above). This filler wall can be laid inexpensively on the concrete 
lintel beam without angles by masons working without scaffolding. 
» All plumbing is concentrated in vertical-pipe stacks close to each 
interior column, thus eliminating offsets and knocking an estimated 
15 per cent off the conventional plumbing budget. 

> Interior columns are concealed inside the plumbing stack enclosures 
where they require no plaster finish, occupy no useful floor space. 


. . . through modular framing . 


Behind all of these construction economies is the 1714 x 22 ft. 
framing module on which the entire building is based. Forming a 
uniform structure 5214 ft, wide with columns spaced 1714 ft. on cen- 
ters across the building and 22 ft. on centers along its length, this 
pattern was evolved only after considerable study of hospital require- 
ments. 

Subdivision of the building’s width into three equal 1714 ft. bays 
achieves more than economical standardization; it removes the in- 
terior columns completely from the sickrooms. While the conven- 
tional building has interior columns projecting into the sickrooms on 
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either side of a narrow corridor, the Pace design puts the toilets as 
well as the corridor and all interior columns within the wide central 
bay. The resultant sickroom is a clean rectangle 16 ft. long, unob- 
structed by column projections, into which is fitted a prefabricated 
bureau-wardrobe 2 ft. deep (see plan above). 

The longer 22 ft. dimension evolved from a space study of the 
basic semi-private sickroom, two of which are fitted into each bay. 
While a 12 ft. room width is necessary in conventional framing to 
permit the outer bed to be moved around and through the door 
without disturbing the inner bed, the removal of column projections 
from the room permits this operation to be performed in 11 ft. (Sick- 
room space was also saved by the use of insulation—see below— 
and by splitting the required 4 ft. door into two pieces—a regular 3 
ft. door plus a 1 ft. hinged panel—which together require less swing 
area than a 4 ft. door and are much more easily opened.) 


. . . to pay for such hospital amenities as .. . 


So closely dovetailed are the economies and amenities in this hos- 
pital that it is hard to say where one leaves off and the other begins. 
An individual toilet for each room is certainly an amenity—but it is 
carefully integrated with the economy effort. Placement of toilet 
rooms back to back at the end of adjacent sickrooms provides a stra- 
tegic, concealed location for the interior columns. Moreover, the 
architects claim that the piping required for their two independent 
toilet rooms will cost no more than that for one intercommunicating 
water closet compartment with independent bedroom lavatories, And 
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their six-story pipe stack (serving 12 lavatories and 12 water closets) 
will cost less than the six-story piping in a recent veterans’ hospital 
for 12 lavatories alone. (In this expensive but common installation, a 
separate pipe stack with branch piping on each floor was required 
for each tier of six lavatories.) Since piping normally accounts for 
about 80 per cent of the cost per plmubing fixture, the economical 
concentration of piping in the Pace hospital will offset the extra cost 


of the added fixtures. 


The generous provision of toilet facilities fits in, of course, with 
the modern therapeutic theory of early ambulation and is a precau- 
tion against cross-contamination. It also simplifies the nursing care 
needed by most patients and shortens the distance nurses must travel 
between patients and sub-utility facilities (each toilet will be equipped 
with a bedpan hose). Moreover, this hospital with its geriatric 
research program has a special need for individual facilities. 


Double insulating glass used throughout the hospital might seem 
another instance of hang-the-expense luxury. Integrated, however, 
with the heating and cooling system (see details above, text right), 
use of this type of glass is actually expected to save money and to make 
it possible to place beds nearer the window than would be possible 
with uninsulated glass. Without double glazing it would have been 
necessary either to circulate air at excessive temperature or in 50 per 
cent greater volume. In the latter case larger fans, ducts and more 
fuel would be required—space-consuming and expensive items, More- 
over, cold down drafts from single glazing would necessitate radiators 


(Continued on page 136) 


Fresh air for sickroom conditioning system is taken in at base- 
ment (dashed lines) and exhausted at roof (dotted lines). Corri- 
dor system is supplied from roof (solid line) and exhausted 
through sickrooms. Separate systems air condition the laundry, 
kitchen, operating rooms and delivery rooms. 


. . . and a new low cost air conditioning system 


To solve the high cost of hospital air conditioning, Pace Associates 
and their mechanical engineer, Norman Bueter, hope to make 
this the first building of any kind anywhere to install a new type of 
high velocity system on which four important air conditioning sup- 
pliers are working. It utilizes a new type of induction outlet which 
provides individual thermostatic control in every room without 
requiring any chilled water distribution. 

The new unit is a simple sheet metal box 7 in. high, 18 in. wide, 
24 in. deep which would be set above the furred ceiling over each 
sick room entry (see drawings opposite page). Primary air, piped 
at 4,000 ft. a minute from basement fans (see diagram above) is 
discharged into the box through some 40 nozzles. Passing through a 
venturi chamber, this current would draw up room air through a 
soft grille to be mixed with the primary air at a maximum ratio of 
two-to-one and discharged into the room through another grille in the 
facia of the furred ceiling. To reduce the intake of primary air a 
thermostatically controlled damper will close some of the nozzles. 
The important new principle worked out for these units is this: with 
the high velocity air exerting a pressure of about 1 in, at the 
nozzles, any reduction in the number of open nozzles would increase 
the velocity of the air while reducing its quantity. The increase in the 
velocity of primary air passing through the nozzles would increase 
the induction effect, thereby keeping the total quantity of air passing 
through the second grille almost constant. 

(Continued on page 140) 


125 


STARR 
ENTRANCE 


Modular planning of 400 bed staff hos- 


pital permits a wide variety of rooms 


Lounce a! 
LiORary | 
H 


The basic idea on which the proposed University of 
Illinois Staff Hospital is based is the proposition that 
any kind of hospital room—from lavatory to labora- 
tory—can be fitted into a building structure comprised 
of 171% x 22 ft. column bays. The floor plans on these 
pages prove the validity of this proposition and dem- 
onstrate the amazing flexibility of the basic 1714 x 22 
ft. module. In the basement it is multiplied many 
times to allow for large kitchen, dining, storage and 
laundry areas. On the ground level it is used for gen- 
éral administration quarters (which cluster around the 
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SIXTH FLOOR is divided into three parts: ma- 
ternity bedrooms in the south wing, delivery rooms 
and nurseries in the north wing, pediatric facili- 
ties in the east wing. Hospital contains 152 geria- 
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tric beds, 84 acute surgical, 119 acute medical, 44 
maternity and 37 pediatric—a total of 436. Allow- 
ing 10 per cent of the rooms for single occupancy, 
the planned capacity of the hospital is 400 beds. 
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West Coast volcanoes 


A volcanic eruption of skylines in Los Angeles and San 
Francisco during recent months marked emergence of Cali- 
; fornia as the Union’s No. 2 state in population (next only to 


New York) and No. 1 state in volume and energy of building, 
with ensuing congestion. (One of every ten dwelling units 
= built in the U. S. during the past two years sprang up within 
a quick look at some new buildings, from the top of the Empire 25 miles of the Los Angeles Civic Center.) Eighteen new 13- 
story apartments of 650 rooms each, rising behind the Pru- 
State to the Emperor's palace m Tokyo dential Building in Los Angeles at Parklabrea, and 11 similar 
towers rising through the mists of Parkmerced in San Fran- 
cisco promised to some 20,000 Californians vertical living. 


Superficially the two big Metropolitan Life projects were 
Los Angeles direct New York importations, designed by New York archi- 
tect Leonard Schultze & Associates. The individual units 
broadly resembled New York’s Stuyvesant Town. But there 
the resemblance ceased. Intended to be the best apartments 
in California, these could scarcely rent for less than $50 per 
room. Land coverage was a mere 17 per cent (24 in New 
York). A cunning all-concrete earthquake-proof construction 
was engineered by Bowen’ Rule & Bowen in Los Angeles, 
John Gould- in San Francisco; and huge olive trees were 
planted by landscape architects Thomas Church, (S. F.), 
Thompson (L. A.). 


While Californians hotly debated the merits and demerits 
of vertical living, one thing was sure: Metropolitan had in- 
vested $60,000,000 in it, others were following suit. In San 
Francisco the fabulous Stoneson brothers were completing 
a string of four similar towers and in January announced a 
$30,000,000 shopping center in conjunction, designed by Wel- 
ton Becket of Los Angeles. David Bohannon’s early plans 
were still in abeyance. Meanwhile in Portland, Ore., the King 
Tower, 12-story, $2 million, 212-unit FHA propect was half 
up, and a $3 million, 314-unit, 15-story, full-block structure 
had been announced (by Republic Construction Co. of Los 
Angeles) ; in Seattle too the volcano was beginning to erupt. 


Westward to the Orient 


Biggest plum of the month, architecturally, fell to Welton 
Becket of Los Angeles when Prime Minister Shigeru Yoshida 
of Japan announced a $100 million privately financed con- 
struction program of tourist facilities as a “most decisive step 
towards self-support” (and the creation of dollar balances), 
every bit of the program to be under Becket’s supervision.* 
Actually Becket had quietly flown to Japan as early as 
October, *48 to make preliminary surveys for sites, had 
submitted a report covering labor, construction methods and 
materials, and cost analyses of the hotel operations involved. 
What delighted his clients was his proposal that the nucleus 
should be, not small resort hotels overlooking mountain 
waterfalls, but a 1,000 room American style hotel—and this 
on park land which the emperor had signed over to the gov- 
ernment in payment of taxes, and which overlooked the Palace 
grounds themselves. The hotel is to have its dining terrace 
on the bank of one of the ancient moats, and a subterranean 
7 SEREEEEERH garden arene lined with shops, Bee a galleries. . 

; ue Also in Tokyo: a double theater (with single stage serving 
two 2,500-seat auditoriums), department store, three office 
buildings, a 200-unit apartment house, museum, art gallery, 
shops. For Osaka: an almost identical cultural center. For 
Yokohama and Kobe: trade centers adding warehouses and a 
500-room hotel to the list of office buildings, large apartment 
houses, shops, theaters. Later: three 200-room hotels and ten 
75-room resort hotels in other Japanese towns and cities. 
Combining Japanese wage and cost scales with his own U. S. 


Ses 


* Late January it developed that Albert Mayer, of Mayer & Whitt- 
lesey in New York, was to have an even bigger assignment: plan- 


Photos Spencad een ta ning a new capital for India’s province of East Punjab—the un- 
eee Pt he alae paralleled chance to design a city of 500,000 from scratch. (Others, 
tural. Photography Co. from scratch, Washington, D,.G,, Oak Ridge, Tenn.) 
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construction techniques Becket hopes to halve the U. S. cost. 
(For the hotel, $10,000,000.) And using Japanese draftsmen 
in Japan would compensate for the resultant halved fees, 

Chief American investors in the Japan Development Corp. 
of America were Exporter George J. Strauss, Hotelman Con- 
rad Hilton, President George Killion of American President 
Lines, Los Angeles Lawyer Brodie Ahlport who served as 
initial contact. 

Meanwhile construction began on Tony Raymond’s unique 
two-story office building, also in Tokyo, with novel earth- 
quake-proofing and heat pump, for Reader’s Digest, whose 
present Japanese language circulation is already 1,313,877, 
might soon hit three or four million. 


Four-way movie for autocine’s parkers 


Architect Lewis Eugene Wilson has magnetized the amuse- 
ment industry with his new (copyrighted) four-way drive in, 
with a screen at each corner of a rectangular plot and a 
whizmabang three-level concession building at the center. 
This has a contro] tower for the manager at the top, the four 
projection machines at the second level, and a brightly lit 
emporium at ground level where gadding mothers can park 
the children (in a kiddies’ play area), have their laundry 
done, their hair set, the family shoes half soled, the car 
greased, hardly ever taking their eyes off the picture. There 
is, indeed, the almost frightening possibility of seeing three 
or four different shows in rotation (though paying a new 
admission each time). 

Architect Wilson (whose ingenuity is portrayed in his 
Baldwin Hills movie shown in Forum for September) at last 
accounts was doing a land-office business: the Twin-View 
Theater (on the four-way principle, and expansible) in Los 
Angeles brought orders for four theaters for Eddie Silverman 
of Chicago, one for Harry Arthur of St. Louis, for spring con- 
struction. For winter, in the eastern states: ice skating. For 
traffic ease: a 100 per cent holdout space for waiting cars, 
demanded by state traffic engineers; also, staggered schedules 
in the four separate shows. Economies: only four projectors 
(rotating film), few operators; less grading (only 300 cars 
per show) ; overhead wire to central booth instead of tunnels. 
Cost estimate of the architect, $100 per car. Concessions to 
be run at cost to attract trade to the box office. 


New height record for New York 


New York’s skyline was to be raised 199 ft. by the addition 
of a steel mast atop the Empire State Building. It will sup- 
port antennas of four television transmitters suited to color 
television. Financed by the building owners, the mast will be 
tested, dismantled, carried up in elevators. 


“Hospital hotel” 


What makes a hospital room so frightfully expensive in 
the conyentional hospital is that every room is equipped for 
every emergency. But, reasoned Dr. Lowell T. Coggeshall, 
Dean of the School of Medicine of the University of Chicago, 
noncritical patients who might come to the Billings Hospital 
Clinic would need only routine care. In providing for a 252- 
room expansion (for 500 patients) Architect Alfred Shaw 
worked out a “hospital hotel” based on a typical room with 
two hotel beds, a bath, clothes closet, dresser space for two, 
small writing desk, two chairs. On six typical floors, 36 
rooms facing east and west for sun could be staffed by a 
clerk; entire floors could be converted into wards by replacing 
the clerk with a nurse, converting kitchen to diet kitchen. 
A basement tunnel would lead to elevators of the main hos- 
pital. Cost of the 1,100,000 cu. ft., furnished, but without 
architect’s fee, was estimated at $2,.207.000, or roughly $8.- 
760 per room, permitting rates “less than two thirds of regu- 
lar hospital rates.” 


Yokohama 


“Doll house” 


There was plenty of evidence in recent 
buildings that a tough traditionalism per- 
sists undaunted. J. C. Penney Co., open- 
ing a new 30,000 sq. ft. store in Hampton 
Village Plaza, St. Louis, got a straight 
Williamsburg plan from Preston Brad- 
shaw & Associates, boldly installed in it 
their first modern ‘‘spider web” floor lay- 
out, lifted their combined air conditioning 
and winter heating equipment up behind 
the third floor dormers to clear the base- 
ment, cheerfully announced that, despite 
widow’s walk and cupola, ‘‘a future addi- 
tional floor could be erected.’’ Momen- 
tarily confusing was the headline (on the 
reverse side of the same newspaper clip- 
ping) ‘‘Looks Just Like a Doll House.’’ 
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EXPLOSIONS IN OPERATING ROOMS 


there are structural solutions to the problem 


A vivid, frightening danger during surgical 
operations in hospitals is the possibility 
that the highly volatile anesthetics in use 
will explode. 

This has not always been so—but as the 
physical effects of anesthetics have been 
advanced and new substances like the ethy- 
lene and cyclopropane gases have been 
demonstrated to have many advantages over 
ether, this danger has increased. While a 
mixture of ether and oxygen is not difficult 
to control with simple devices, cyclopro- 
pane and ethylene vapors have an explosion 
wave of such velocity that elaborate pre- 
cautions are necessary to use them safely. 
Since cyclopropane is considered the best 
general anesthetic now available, the prob- 
lem is pressing. 

Explosions are usually dangerous only to 
the patient. It is not a matter of blowing 
out rooms; rarely is there that big a dense 
accumulation of dangerous vapor. The 
walls containing the explosion are usually 
the walls of the patient’s respiratory tract or 
the mask of the anesthesia machine. Some- 
times, however, the flashback has reached 
the anesthesia machine, endangering every- 
one in the room. 

Numerically, casualties are not high, al- 
though there is no complete tabulation and 
nearly all hospital authorities admit that 
most such incidents are not published. An 
engineer in one big New York hospital 
estimates an explosion roughly once in 
every 50,000 operations over the country, 
and many estimates are much higher. 

It is a problem for architects and build- 
ers, since many of the precautions against 
operating room explosions are, or should 
be, built into the hospital structure. Static 
electricity is usually the killer that sets 
off the explosion, and it can be controlled. 


A new set of National Fire Protection’ 


Association Recommendations* redefines 
the dangers and replaces earlier advice of a 
1944 code now considered obsolete. This 
comparatively recent concentration on the 
problem is due not only to increased use 
of the more efficient, more dangerous anes- 
thetics, and to the American Hospital Asso- 
ciation’s postwar attention to planning and 
plant operation, but also to the work done 
on a somewhat similar problem in wartime 
munitions plants. Static electricity caused 
explosions there too and preventative mea- 
sures got prompt attention. 


‘ * Available from National Fire Protection Asso- 
ciation, 60 Batterymarch St., Boston 10, Mass.; 
31 pages, 25 cents. 
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What does it take to set off an explosion 


of cyclopropane vapor? A nearly invisible - 


spark which can be discerned only in a 
darkened room will do it. Tests on an elec- 
trostatic voltmeter indicate that an energy 
of 2 x 10—® joule (operating an ordinary 
3-volt flashlight for one second requires an 
energy of one joule) sparking over a gap 
of .002 in. at 450 volts produces explosions 
consistently. Last year investigation of an 
operating room death by explosion indi- 
cated that static electricity generated by 
the woolen trousers worn by the surgeon 
was responsible. 


OPERATIONAL CAUTION IS NOT ENOUGH 


Hospital staffs are aware of the problem 
and few such incidents as that of the wool 
trousers occur. Various methods are used 
in most operating rooms to contro] static 
electricity. An awkward device called an 
intercoupler, a metal chain or wire which 
connects al] members of the surgical team, 
usually manacled wrist to wrist, has even 
been in considerable use. This was designed 
to “ground” all people in the room. But all 
operational care to avoid generating static 
electricity (or sparks produced by other 
means) is not sure enough prevention. The 
structure of the operating room itself must 
be designed to carry off static electricity. 

The new recommendations of the Na- 


tional Fire Prevention Association are. 


based on a point which de-emphasizes cer- 
tain of the 1944 code’s most expensive re- 
quirements to avoid sparks by other than 
static electricity. The actual danger area 
for sparking an explosion is defined as 
being within a perimeter of 2 ft. from a 
point of leak involving the quantities of 
anesthetics used in anesthesia procedures. 
This definition greatly shrinks the danger 
area, concentrating it around the patient’s 
head or the anesthesia machine: “. . . 
mixtures are diluted by air to a nonflam- 
mable range before reaching a point 2 ft. 
distant from a point of leak.” 

However, because the liquid character of 
some anesthetics permits spillage, fumes 
may also collect near the floor. The NFPA’s 
factor of safety in this regard sets a 5 ft. 
level above the floor as the minimum for 
placing permanent electrical installations. 
(This is a drop from the level of 7 ft. pre- 
viously recommended.) Above this level 
room electric switches need not be explo- 
sionproof. 

Two of the greatest money savers in the 


new code stem from the 2 ft. danger area 
definition. First is the operating lamp, 
which, under the 1944 recommendations, 
had to be explosionproof. These lamps are 
very expensive. The second saving is in 
ventilation. The 1944 code called for fre- 
quent air changes specifically to remove 
dangerous concentrations of explosive 
vapor—a minimum of 12 changes per hour. 
This provision is regarded now as essen- 


‘tially useless—the small area of dangerous 


concentration cannot be diminished by gen- 
eral ventilation: 

But the problem of static electricity itself 
is re-emphasized in new code. 

The most important structural measure 
in an operating room to avoid dangerous 
concentrations of static electricity is the 
building of an electro-conductive floor. The 
new NFPA recommendations call for a 
floor which “shall provide a path of moder- 
ate electrical conductivity between all per- 
sons and equipment making contact with 
the floor.” 

Maximum resistance must be less than 
500,000 ohms ag measured between two 
electrodes placed 3 ft. apart at any points 
on the floor. But the floor cannot be too 
conductive, either; this might result in elec- 
tric shock from accidental contact with de- 
fective equipment, an open wire, or some 
types of low voltage surgical lights. Mini- 
mum resistance recommended is 25,000 
ohms, as measured between a ground con- 
nection and an electrode placed at any 
point on the floor, and also as measured 
between two electrodes placed 3 ft. apart 
at any points on the floor. The ordinary 
terrazzo floor placed in many operating 
rooms does not meet these requirements. 


CONDUCTIVE FLOORS 


According to a member of the committee 
which worked out the recommendations, 
acceptable floor materials include a prop- 
erly installed terrazzo floor containing 
acetylene black, a terrazzo-type floor con- 
taining magnesium oxychloride, a plastic 
floor, and floor coverings made of conduc- 
tive rubber, conductive linoleum and con- 
ductive asphalt tile, 

In selection of an operating room floor 
qualities of hardness and durability are 
also especially important, and complicate 
the choice, particularly where plaster work 
is done (plaster dust and other dirt is 
ground into the surface of all but the hard- 
est floors). 
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Sketch points out some of many hazards in operating suites, and notes control recommendations 


In the electrical considerations, dura- 
bility of the conductive properties of all 
these floors is considered by many to be a 
moot point and one which can be settled 
only by frequent testing of each individual 
installation. The powerful detergents used 
in hospitals will sometimes flush out con- 
ductive aggregate from the toughest porous 
floor, in time, and form a nonconductive 
skin at the surface. 

Another reason for lack of confidence in 
many reputedly conductive floor materials 
is the fact that they have not been submitted 
for Underwriters’ Laboratories approval, 
nor are they bonded. Surprisingly enough 
this does not hold just for the floors in 
operating rooms, however. Even some me- 
chanical equipment such as anesthesia 
machines: have never been exposed to the 
Underwriters’ test. Under the new standard, 
the conductive floor of the operating room 
(and related areas) does not need any spe- 
cific grounding. 

Another section in the NFPA recommen- 
dations calls for an isolating transformer 
for the operating room (wired with alter- 
nating current) to segregate the circuits 
electrically from the main feeder and from 
the other circuits in the building. This 
circuit is not grounded, in order to prevent 
electrical arcs due to insulation failures and 
also to guard against shock due to failure of 
insulation on wires. The recommendation 


is more complicated for hospitals operating 
on direct current. 

Electrical wiring and fixed equipment is 
split in type by the 5 ft. danger demarca- 
tion line above the floor. Above 5 ft., 
standards of the National Electric Code for 
ordinary locations are the minimum re- 
quirements. Below, plugs must be explo- 
sionproof, ie., they must receive three-wire 
appliance cords (one a ground wire) and 
be locked in place while the current is on. 
Use of television in operating rooms poses 
new electrical problems, of course, and is 
regarded with considerable worry by the 
code-writers. 


THE GROUND 

All equipment in operating rooms must 
be grounded to the floor and so must people. 
Drag chains, or conductive rubber casters, 
are standard on equipment. People should 
wear conductive shoes and also observe 
other standards of dress, avoiding such ma- 
terials as nylon, rayon, and wool. The most 
careful hospitals have ohm-meters in their 
operating suites, so participants in opera- 
tions can be tested for dangerous accumu- 
lations of static electricity. 

A basic planning improvement in operat- 
ing rooms urged by some authorities is the 
grouping of all electrical connections in one 
corner of the operating room with switches 
above the 5 ft. level, possibly with a sec- 


ondary transformer at the same spot. 

Other matters up for discussion at the 
next meeting of the committee which 
formed these new recommendations are the 
use of low voltage equipment and chemical 
conductors. This latter is a particularly 
interesting lead toward easy solution of the 
problem of static electricity in anesthesia 
locations. Amines and quarternary ammo- 
nium compounds are being tested now 
which may in the future function as satis- 
factory anti-static coatings not only on 
floors and equipment, but even when washed 
into aprons, sheets, and doctors’ and 
nurses’ uniforms. 

The new NFPA recommendations, the 
biggest step so far in defining dangers and 
presenting solutions to this problem, have 
no legal compulsion behind them unless 
they are adopted into local building codes 
or ordinances. Whether or not they have 
been adopted locally, however, ignoring 
them would precipitate an interesting legal 
problem in the case of an accident and a 
resulting damage suit by the patient or his 
survivors. (As yet, the legal responsibilities 
in such cases have not been determined.) 

Since these standards have been adopted 
as part of the National Electrical Code by 
reference, their very existence imposes a 
strong influence on hospitals and on archi- 
tects to pay new attention to this explosive 
problem. 
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Difference in stacking is shown in two photos from Macy Store in 
Kansas City. Note large gaps between some stacks on standard 
shelves above. Cantilevered shelves below have no partitions so there 
is much more flexibility in adapting merchandise of various widths. 


» H. Baskerville, Jr. 


Sketches emphasize greater capacity of partitionless shelves... 


more stacks can be held on same length. Below. is sketch showing 


versatility of wall, used with various inserts. 
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NEW STORE FIXTURES 


use cantilever for flexibility 


A new merchandise display fixture line with 
no vertical partitions is previewed in the 
Macy’s Kansas City store (see page 86) 
and has now gone into mass production. 
Shelves are cantilevered from movable 
studs and allow new flexibility in merchan- 
dise storage and display. In this sytsem, 
stacking of merchandise is much less re- 
stricted than in the vertically framed cases, 
which divide the runs of shelve in arbi- 
trary modules, into which all stacks may 
not fit economically. Less space is thus lost 
in intervals-between stacks (see photos). 

Original cases were designed in wood by 
Kivett & Myers for Macy’s and have now 
gone into production as part of a new 
metal framed line by the Grand Rapids 
Store Equipment Co. The new convertible 
line of metal chassis is tradenamed Flex- 
tures. Their flexibility lies in the consid- 
erable number of basic chassis parts which 
can be interchanged by unskilled personnel 
to facilitate the frequent changes needed 
for versatile display work in stores. The 
frames are built to hold various combina- 
tions of standardized racks and cabinets. 

The steel frames, locking devices, and 
inserts are the product of the assembly line, 
but the finish of the cabinets can be varied 
considerably by store designers. 

The system is broken down into Wall- 
line, Center-line, Mobile-line and Counter- 
line structures, for various parts of the dis- 
play and sales space. Innumerable inserts 
such as drawer and tray sections, bins, 
shelves of all kinds, self selection units of 
a new design, hanging rods, display plaques 
and the “insert applications” such as sliding 
glass or panel doors, and glass uplift dis- 
appearing doors are nearly all interchange- 
able in these various structures. 

The structures vary in the dimensions of 
their structural parts which, when added to 
the basic merchandise module, (43 in. long 
x 11% in. high x 14, 19 or 29 in. deep) 
change the center to center dimensions. 

In height the base and any cornice or 
valance must be considered. The minimum 
base for the Wall-line and Center-line is 
33 in.—for cornice 234 in. A height of 
six and a third basic modules is a minimum 
for women’s and children’s apparel and 
arch and door clearance, while seven mod- 
ules in height are required to hang two 
rows of men’s suits, one over another. For 
center of the floor visibility, four modules 
high is about right, although this can be 
reduced by using three and a fraction mod- 
ules and varying the base. 
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with detail of stud connection above. 
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Other members of the new 


fixture line: basic frames 
may be varied with nu- 


merous inserts and used 
to display different mer- 


are 


Patents 
pending on all fixtures. 


chandise. 
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SETTING EXTERIOR MARBLE VENEER with an adhesive: new method of applying an honored old material 


In the new methods marble setters are in- 
vestigating for handling their handsome 
slabs, one of the most interesting is replace- 
ment of ties and plaster of Paris “spots” by 
a bonding cement made on a plasticized 
synthetic resin base. 

In use of such a bonding cement, damage 
to wall backing and expense and spoilage in 
drilling marble are eliminated, since nor- 
mally no wire anchors are necessary in 
setting thin vertical marble. The cement is 
useful when setting space is tight or at 
points where anchoring is difficult, and yet 
has body enough not to sag in a setting 
space up to about 5% in, between the marble 
veneer and back-up wall. 


The Marble Institute of America sets up 
a tough specification for this “Plasticized 
Synthetic Resin bonding material” —“im- 
pervious to moisture, not affected by normal 
heat or cold . . . adheres with a strong suc- 
tion to all clean surfaces without sagging 

. . sets to a stiff plastic state, not brittle, 
not hard, but capable of absorbing moder- 
ate shock or settlement . . . no bleeding 
through a stain on % in. marble.” 

Bonding cement which succeeds in meet- 
ing the above specifications also eliminates 
the hollow sound in marble slabs; it bonds 
strongly to dampproofed marble (but not 
to asphalt types of waterproofing) ; its 
strength improves with age, and damp 


stains, which sometimes occur with the use 
of plaster of Paris spots, do not appear. 

Care must be taken however, not to allow 
bonding cement to get on the finished face 
of light marble. It will stain unless it is 
immediately removed and the surface 
washed with solvent. If the slab is less than 
the usual 7% in. thickness, it should be 
dampproofed to insure against stains com- 
ing through to the surface. 

Bonding cement will not set hard enough 
to hold marble slabs against vertical, hori- 
zontal or torsional shear, as marble in- 
stalled with this material needs vertical sup- 
port. Angles every fourth course are usu- 
ally adequate. 


Spotting granite base slab with Slab 
plasticized resin bonding cement. 
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in position to be placed 
after similar spotting of wall. 


Spotting wall to receive ashlar 
slab, after placing of base slab. 


First white ashlar marble 
slab being put in place. 


Will the garage doors you specify run the risk of being frozen 
shut... blocked by snowdrifts . . . jammed by frost-raised floors? 


Not if you specify Ro-Way Overhead Type Doors! With 
Ro-Way it’s always fair weather—because: 


Old Man Winter 


never bothers 


Snow’s no problem. Even with a heavy drift against it, a 
Ro-Way glides right up. No need to shovel snow for door 
clearance. 


Won't freeze shut. “Icing Up” is another worry Ro-Way 
owners just don’t have. 


RO-WAY OVERHEAD TYPE DOORS 


Frost-raised floor can’t jam it. A smooth-rolling Ro-Way lifts 
right wp—or snugs right down to the level of the floor. 


Wind’s ne hazard. Huff or puff, wind can’t blow open a 
Ro-Way Door—or bang it shut. 


Unaffected by moisture-swelling. Even if jambs or sections 
become moisture-swollen, a Ro-Way still operates smoothly, 
easily. 


Rolls up-in-and-overhead—out of the way. Always pro- 
tected from the weather when opened. Inner surface never 
exposed. 


So let Old Man Winter do his worst—he’ll make no trouble 
for Ro-Way Doors. Or you—if you specify Ro-Way for all 
your residential garages.* ROWE MANUFACTURING COMPANY, 
964 Holton St., Galesburg, Illinois. 


* Also available for commercial 
and industrial installations. 


Se St 


® Only 22 inches of headroom! That's all our Model 21 requires. 
Write for details now. 


Nationwide sales and installation service. 


R 
See your classified telephone chunie IN 
directory for names and addresses SWEET'S 


of Ro- Way Distributors. 
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AUTOLENE LUBRICANTS CO. 


1331 W. Evans Ave. 


MODULAR HOSPITAL 


(Continued from page 125) 


under each window, and beds would have 
to be placed further back in the room. 
The architects estimate that use of double 
glass adds the equivalent of 1 ft. of useful 
space to the room’s longer dimension, so 
the length of these rooms from wardrobe to 
window is only 14 ft.—again a foot under 
the generally accepted minimum. 

The continuous windows 6 ft. high and 
11 ft. long will usually be locked shut. They 


can be opened in emergencies, however, 


Others prefer the convenience and 
economy of later models 


You aren’t putting lasting beauty and durability into 
concrete jobs as you should if you’re not using modern 
methods in concrete specifications. Protex the AEA ap- 
proved by use in millions of yards of concrete by U. S. 

ngineers, Bureau of Reclamation—public roads. Meets 
A.S.T.M. C-175-47T Federal Specifications. 

Protex AEA is an air entraining solution added to the 
concrete mix which fills the spaces between the aggre- 
gate with over 500 billion microscopic non-combining air 
bubbles per cubic yard. That means beautiful surface 
textures because of reduced segregation, greater compact- 
ness. There’s less spalling, cracking and scaling and 
greater resistance to freezing and thawing. 

Protex concrete can be finished sooner in all types of 
weather because water doesn’t have to rise and evaporate. 
Valuable construction time is saved and costs come closer 
to your estimates. Yet Protex concrete is less in cost! See 
your nearest dealer today! 

Write for free technical bulletin, “Facts on Modern 
Placement of Concrete Through Air Entrainment!” 


ee Lubricants Co. 


1336 W. Evans Ave., Denver 9. Colo. 


Please rush free booklet on “Facts on 
Modern Placement of Concrete Through 
| Air Entrainment.” 


Industrial Research Division 
Denver 9, Colo. 
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and completely reversed for washing from 
the inside. (For a detailed description, see 
Forum, Nov. ’49, p. 102.) 

Serving much the same purpose as the 
double glazing, glass wall insulation in- 
side the cavity masonry construction is ex- 
pected to pay for itself by lightening the 
heating load. The U-factor for the pro- 
posed wall is 0.113, compared with 0.35 for 
a 12 in. wall of brick veneered block with 
furred lath and plaster, The initial cost is 
about the same. 

The money that will be saved by elimi- 
nating plaster from the smooth flat slab 
concrete ceilings will be invested in acous- 
tical ceiling tile for corridors and rooms. 


Finally, some of the construction savings 
will be spent on a new low cost system of 
air conditioning whose details and advan- 


tages are described on page 125. 


... all for a cost of $10,192 per bed 


The $4,500,000 construction estimate for 
this hospital represents a careful balance 
between progress and economy. The rates 
per cubic and square foot ($1.95 and $21.50 
respectively) are not low by ordinary stan- 
dards—but this is no ordinary hospital. 
The per bed cost of $10,192 is low—but the | 
proportion of expensive surgical equip- 
ment per bed in this research institution is 
not as high as that in a general hospital. 
Pace Associates point out, however, that 
their basic structural ideas could produce 
a hospital for $1,000 less per bed, were a_ 
lower scale of amenities substituted (fewer 
toilets, conventional heating, no air condi- 
tioning, single pane glass). 

Their design stands on its own as a hand- 
some achievement in the hospital field— 
the skillful balance of a building budget. 

In hospital techniques as in design tech- 
niques, this new hospital will be fully up to 
date. Its proposed location in the heart of 
Chicago’s large and growing medical cen- 
ter will make varied and extensive re- 
search equipment widely available. Doc- 
tors’ offices for rent on its first floor will 
bring down the hospital’s overhead costs 
and increase the supply of staff doctors on 
the campus. These offices will also save 
the time that doctors must now spend travel- 
ling between their present far-flung offices 
and hospitals. Finally, the hospital will 
put at their service a pool of equipment 
which no individual doctor could afford 
on his own. 

Thus will Pace Associates’ proposed staff 
hospital for the University of Illinois ap- 
proach the design and medical measure- 
ments for tomorrow’s hospital. 


ere GREY PEERAGE 
gets a big play in 
Macy’s Kansas City Store 


When Macy’s picks them, they’ve got to be good. Everywhere that carpet is used on the 
fourth and fifth floors of Macy’s brand new Kansas City store...everywhere that a resilient 
carpet surface is specified for these two floors, Macy’s choice is Mohawk’s GREY PEERAGE. 


Mohawk, the mill making all popular 


loomed carpet weaves, from luxurious 
Wool Chenilles through fashion-right 
Wiltons, sturdy Axminsters, and 
Velvets, has the answer to every 
carpet problem that can be put up to 
an experienced and resourceful 
contract department. 


2 


Shown here:-Grey walls and Mohawk’s 
grey Peerage carpet provide a soft 
background for the oak furniture of 
celadon green, mulberry and gold 
frieze, in the women’s lounge on the 
fourth floor. Mohawk’s Peerage will 
wear and wear. 


Mohawk’s luxurious Shuttleworth and i 
Chenille carpets are in an alcove in the 
floor covering department (fifth floor), » 
where customers may review these ex- 
clusive weaves in comparative privacy. 


Designed by Daniel Schwartzman. 


MOHAWK CARPET MILLS, INC. . 295 FIFTH AVENUE, NEW YORK, N.Y. 
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RE THESE YOUR 
SCHOOL WINDOW 
OBJECTIVES ? 


Ideal Daylighting with Fenestra Intermediate 
Projected Steel Windows—In St. Monica’s School 
at Rochester, New York, Architects Firestone 
& Lorscheider provided good daylighting for 
every desk in the room. And they achieved it 
by economical methods—ceiling-high Fenestra 
Intermediate Projected Windows in standard 
units that combine to form a window wall... 
large areas of clear glass for see-through vision 
and maximum daylight transmission. Light-colored 


venetian blinds to redirect and diffuse daylight 
as well as exclude excessive solar and sky bright- 
nesses. Light-colored walls and ceiling surfaces. 


to help spread the daylight throughout the room. 
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... then see Senestra* 


als 


before window layouts are made 


CEs WAY. 


| Fenestra’s Standard Intermediate 
Steel Windows combine to form 
window walls. The slim steel frames, 
muntins and mullions allow more glass 
per opening—hence more daylight. 


2 Ventilator arrangements can be se- 
lected to fit the needs of your pro- 
posed building (note Fenestra Projected- 
type Intermediate Windows pictured at 
left). Open-in vents deflect air upward, 
shed rain outside; open-out vents form 
weather-protecting canopies. 


Fenestra Intermediate Steel Windows 
are made from rolled casement sec- 
tions of advanced design. Quality hard- 
ware is used throughout. Workmanship 


' America’s oldest and largest steel window 
manufacturer. 


is by skilled craftsmen in the plants of 


| Three important economies: Low first 

cost—the result of standardization of 
types and sizes produced in volume. Low 
installation cost—modular sizes provide co- 
ordination of windows with other ma- 
terials in the wall. Low maintenance cost— 
resulting from precise fabrication using 
strong, high-quality materials. 


Fenestra. Intermediate Steel Windows 
are designed to meet the specification 
standards of Intermediate Casement Sec- 
tion Windows, as recommended -by the 
Metal Window Institute. Standard in de- 
sign ... standard in specifications—with 
quality zbove standard—assured by Ameri- 
ca’s oldest and largest steel window manu- 
facturer—Fenestra. Mail the coupon below 
for full information. *®@ 


FREE AUTHORITATIVE BOOK-ON CLASSROOM DAYLIGHTING. Based on 
two years of research at Southern Methodist. University by Professor R. L. 
Biesele, Jr., Chairman of the Daylighting Committee of the Illuminating En- 
gineering Society. Contains recommendations on window treatment, seating 
arrangement and decoration for ideal classroom daylighting 

. as well as scientific proof of the methods recommended. 


DETROIT STEEL PRODUCTS COMPANY 
Dept. AF-2, 
2251 E. Grand Blyvd., 
Detroit 11, Michigan 

Please send immediately your free new 
booklet on Better Classroom Daylighting. 


Name = 


Company he 2 Se 


Address = a —S= 
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MODULAR HOSPITAL—air conditioning 


(Continued from page 125) 


Local variations in the heat load are met 
simply by varying the quantity of primary 
air introduced into the room, chilled in 
summer, heated in winter. And the new 
induction outlets are expected to meet the 
old problem of how to get uniform air dis- 
tribution throughout the room despite 
quantity changes in the primary air. They 
do this by automatically increasing their 
recirculation of room air as the supply of 
primary air is reduced (and vice versa) so 
that their total discharge remains constant. 


Exterior facing and approaches were cut from 
MOUNT AIRY GRANITE 


MOUNT AIRY GRANITE 


There Is No Better Building Material 


For dignified, durable buildings, there is no better 
building material than granite . 
uniform granite than Mount Airy. 

Mount Airy is a biotite granite of medium grain. 
light grey, almost white in color, it is always uniform, 
regardless of the size of your job. Sixty years of careful 
planning ‘have preserved the almost ideal features of a 
mammoth deposit that assures unlimited supply of matching 
granite for additions in generations to come. 


Delivery is fast, safe from material damage .. . 
freight rates are comparatively reasonable. 
write our Mount Airy offices. 
specific information on Mount Airy granite, along 
with references from builders who have found it 
the exact answer for constructions that must be 
dignified, durable and economical. 


NORTH CAROLINA GRANITE CORPORATION 


MOUNT AIRY, NORTH CAROLINA 
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EDUCATIONAL BUILDING 
RALEIGH, NORTH CAROLINA 
NORTHRUP AND O’BRIEN, Architects 


.. and no finer, more 


Bueter and Binford believe this new sys- 
tem will prove so economical that its esti- 
mated cost of $170,000 for winter heating 
plus year-round ventilation will be no more 
than the cost of a hot water radiator system 
with furred-in pipes. Thus, ventilation will 
be a free dividend. The refrigerating cycle 
for summer cooling will cost about 
$130,000. The combined installation cost 
of $300,000 is less than $2 per sq. ft. for 
the space involved (90 per cent of six 
floors) or $750 per bed. 


Very 


Please 
Let us send you 


The anticipated cost of the new outlets 
is $20, to which must be added about $45 
for the thermostat and the damper mecha- 
nism and its individual motor. The total 
cost of $65 is about one-third the cost of 
present induction units with chilled water 
coils, and the whole cost of the insulated 
chilled water pipes-would also be saved. 

The new system recirculates air within 
each room—but not from one room to 
another — thus avoiding cross-contamina- 
tion. In this respect it is similar to existing 
types of induction systems, but it differs 


from them in two important respects—it 


requires no chilled water piping and oper- 
ates at a higher ratio of fresh to recirculated 
air. 

The entire primary air system will be 
divided in the basement fan rooms into six 
zones, for each of which the air temperature 
will be controlled by indoor-outdoor ther- 
mostats. Under average conditions, the 
temperature of primary air distributed to 
each room will be designed to maintain 
the desired room temperature with 100 
c.f.m., or a little less than 14 c.f.m. per sq. 
ft. of the room and toilet area. The local 
thermostats can increase or decrease this 
quantity by approximately 20 per cent to 
meet changing room conditions. 

When the outside temperature is minus 
10°, the primary air would be circulated 
at 104°; when the outside temperature is 
32°, the primary air would be circulated at 
90°. At around 65° the system would just 
carry outside air not heated at all. And in 
summer, with the outside temperature in 
the 90’s, the air would be circulated at 
around 50°. 

All these temperatures would, of course, 
be modified up and down for each of the 
building’s six zones to meet different sun 
and wind conditions. 

Especially with 100 per cent fresh air, 
a primary air distribution of 100 c.f.m. 
to each room is so much more than is 
needed for satisfactory ventilation that the 
plus or minus 20 per cent variation in 
primary will create no problem, 

The architects propose to take advantage 
of the pipe shaft at every interior column 
to run the high velocity ducts vertically to 
each pair of rooms. Room air would be 
exhausted at a grille in each toilet room 
ceiling, through horizontal ducts over the 
corridors to a central vertical stack to the 
penthouse. A conventional system supplied 
from the roof would air condition the cor- 
ridors. This would exhaust through the bed- 
rooms via grilles near each door and create 
a pressure there to keep contaminated bed- 
room air from getting into the halls. 


HE WAY WE FIGURE IT, the more people who 
t on Boltaflex-covered furniture, the better off 
ell be! 

And the way it’s going now, we’re going to be 
it on at the rate of millions of yards this year! 
Je like that — and the people who are doing 
e sitting on or the buying of Boltaflex seem 
» like it too. 

There are some mighty good reasons for our 
ICCess: 

. Boltaflex is solid plastic rather than fabric 
backed. The color goes all the way through, 
and there’s nothing to chip or peel. 


2. Boltaflex, available in 60 one- or two-tone 
shades and many popular patterns, offers the 
widest variety of decorator and utilitarian 
colors on the market. 

3. Boltaflex is warm and pleasant to the touch as 
contrasted to the cold, hard feel of many com- 
petitive covering materials. 

4. Boltaflex is supple and pliable, with a high 
tensile strength. Its stitch-tear resistance will 
delight manufacturers and decorators. 

5. Furthermore, Boltaflex will not wrinkle, no 
matter how many times it is flexed or how 


roughly it is handled. 


Tue Botta Company — Dept. Y-52 — LAWRENCE, MASSACHUSETTS 
Branch Offices: New York, 45 W. 34th Street; Chicago, Space 211 American Furniture Mart; 


High Point, N.C., 513 English St.; Philadelphia, 230 Arch St.; Los Angeles, 8820 W. 18th St. 


WE SPECIALIZE IN YOUR PROBLEMS 


Bolta’s designing and engineering 
staff, backed by years of experi- 
ence in injection and compression 


molding, will gladly work with 
you in the development and pro- 
duction of custom-made plastic 
items for your individual needs. 
Bolta, one of the foremost pro- 
ducers ofcombs, hangers and food 


service equipment, has designed 
industrial parts, packaging items 
and premiums for many leading 
firms. If your problem is cost, 
beauty or quality, Bolta’s Custom 
Molding Division is ready to work 
for you. Write today for com- 
plete information and illustrated 
booklet. 


6. Boltaflex is so very easy to clean and keep clean. 
A whisk of a soapy cloth does it in all but the 
most ornery cases. And its non-porous surface 
makes it weather and perspiration proof. High- 
ly resistant to grease, food, and drink stains. 


These are reasons why architects, decorators 
and retailers as well as manufacturers of furni- 
ture, seat covers, toys and novelties are turn- 
ing to Boltaflex. (Boltaflex is also available in 
SEALTUFT, the stitchless, quilted plastic.) It’s 
the wonder covering material with a thousand 
uses. If you haven’t all the facts on Boltaflex, be 
sure to write for them. They’ll amaze you. 


MT OF 4 RifUND 
me * 7 
* Guaranteed by % 
Good Housekeeping 

Ap, MOLIECTIVE OR oy 
R245 aoveansco HES 


*ALL PLASTIC MATERIAL 
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One of many tests in the Revere Laboratory 
—a copper roof panel subjected to tempera- 
ture variations of 140° 


Taking the guesswork out of the 
design and application of copper for roofing 


@ This is the story of the successful conclusion of a Revere 
Research project, as a result of which new information was 
uncovered concerning an old application of sheet copper— 
roofing. For centuries this traditional metal was applied by 
rule-of-thumb methods; now, for the first time the engineer- 
ing principles that must be followed have been uncovered 
and published for all to use. Today it is possible for any 
ordinarily-skilled designer and sheet-metal worker to be 
certain that copper roofs, flashings and gutters are strong 
enough. In other words, you can be sure that the copper is 
not so thick as to be wasteful of metal, nor so thin as to be 
too weak for the job it has to do. You can also know that 
such design details as seams, stiffening members, and 
expansion joints are right from an engineering point of view. 


True Economy 


In these days of high costs it is as important not to over- 
design as it is not to under-design, though probably in the 
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recent past it has been under-design that has been of most 
concern. Copper has been recognized universally as the 
prime roofing material. The metal is so highly resistant to 
atmospheric corrosion, and hence so confidently relied 
upon, that there has been a constant tendency to cut down 
on thickness, until in some instances a mere veneer a few 
thousandths of an inch thick has been applied. Since modern 
manufacturing methods have made wide sheets of copper 
economically available at gauges much lighter than were 
produced for early copper construction, it became essential 
to determine the minimum thicknesses of copper that could 
be used without introducing the danger of mechanical 
failure of the metal under the structural loads that would 
be applied to it in service. 


Roof Walkers 


As the first step in this project, a number of qualified Revere 
metal research workers were sent out into the field. They 


checked every copper roof they could see. Such 
records as were available were studied. In addition, 
these men clambered over roofs to examine gauges, 
tempers, sheet lengths, methods of making joints, 
provisions for allowing for expansion and contraction, 
and the kind of underlying materials. 


It quickly became evident that complete provision 
must be made for the expansion and contraction of the 
metal with changes in temperature. If the copper was 
not free and able to transmit forces to the expansion 
joints, buckles would form, and in time repeated 
flexing of the metal could produce cracks. 


Roofing Must Move 


The fundamental ideas brought back from the field 
were these: copper on a roof must be stiff enough to 
transmit movement; its movement must not be restricted 
by adherent underlying substances; expansion joints 
must be properly spaced. These, however, were 
general conclusions. It was necessary to confirm them, 
and translate them into working specifications. Lab- 
oratory work then began. Full-scale replicas of actual 
installations were built indoors, and subjected to 
conditions approximating those that had to be met 
outdoors. To duplicate the summer sun, batteries of 
infra-red lamps were used. After the metal had been 
heated, the lamps were turned off, and a cold “rain” 
of frigid river water was poured upon it. Thus a tem- 
perature change of 140° was produced ina few minutes. 
Various installations up to 65 feet in length were given 
this severe treatment six times an hour. 


The Speed-Up 


These tests were spectacular because of the speed 
with which things happened. You could see the metal 
move before your eyes, see where stresses were con- 


Getting the proof. A standing-seam parapet wall coping cover, 
installed in the laboratory according to Revere specifications. 
Withstood 500 cycles of heat and cold, without injury, equivalent 
to several times the life of an average building. 


centrated and where buckling developed. The action 
was so pronounced that it was easy to record it in 
motion pictures, as well as make accurate measure- 
ments. Sheet copper thus tested ranged from 16-o0z. 
soft, which had become virtually standard in recent 
years, to 32-oz. cold rolled, such as was installed in 
1873 on the State Capitol in Albany, N. Y., one of 
many outstandingly successful jobs. 


Strength Needed 


At this point it would have been all too easy to say that 
the tests showed that heavier copper was_desirable. 
That was too easy an answer. It gave no‘help to the 


‘many people who want to use the world’s finest roofing 


material without buying too much of it. So the matter 
of strength was investigated. Quantitative stress 
analyses indicated that copper roofs, gutters and 
flashings must be considered from the structural point 
of view rather than regarded as mere weatherproofing 
veneers. The columnar strength of formed sheet cop- 
per sections was found to be of particular importance, 
because such strength is required to transmit movement. 


Eventually, after much mathematical work and con- 
firmatory laboratory tests, it became possible to draw 
up completely new specifications for copper roofings, 
gutters and flashings of adequate strength and mini- 
mum metal. All this information has been printed. 
It is widely distributed among architects, designers, 
builders and contractors, roofers and sheet metal 


workers. This was the first authoritative work of 
its kind. 


A Caution 


Such enthusiasm has been aroused by this new, prac- 
tical approach that attempts have been made to apply 
the Revere designs and specifications to other mate- 
rials. It is a fact, however, that each material has indi- 
vidual . characteristics which must be taken into 
account independently. The Revere specifications 
apply to copper only, and cannot be safely applied 
to other materials. 


Only the size and universal scope of this project 
differentiate it from our daily collaboration with indi- 
vidual customers. On a private and confidential basis 
the Revere Technical Advisory Service collaborates 
with engineers and production men, making a joint 
attack upon problems associated with such things as 
choice of materials, cost reduction, process improve- 
ment, production rates, product betterment. Will you 
allow us to study such matters with you? 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills: Baltimore, Md.; Chicago, Ill.; Detroit, Mich.; Los Angeles and 
Riverside, Calif.; New Bedford, Mass.; Rome, N. Y. 
Sales Offices in Principal Cities, Distributors Everywhere. 
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Apartment house at Gotebérg, built in 1942 (above) 


shows skil!ful Swedish use of balconies. 


One-story row houses in Gustavsberg (below) are 
fitted with a typically thoughtful detail, front steps 


with a built-in foot-scraping panel. 


The single-family houses in Alvénas (above) were 


built in 1942: the project was later expanded in 1948. 
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Above: one of Stockholm’s 
units, 1932, 


early 


SWEDISH COOPERATIVE UNION AND WHOLE 
SALE SOCIETY’S ARCHITECT’S OFFICE: 1925 


1949, 2 Vols. Koopertiva Forbundets Bokforla, 
Stockholm, Sweden. Swedish or English text. 8! 
x 1114. 351 pp. Each Vol., 12:50 Kronor. 


Cooperative housing continues to recommen 
itself as at least a partial cure for the curren 
U. S. shortage. The merits of this plan are cet 
tainly reinforced by a two-volume report jus 
published in Sweden on the cooperative buildin 
activities there during the last 25 years. On 
volume describes the broad variety of dwelling 


designed by the Society’s own architectural office 


the other, its buildings of many other types— 
stores, restaurants, factories, even a communit 
theater or two. 

Most significant feature of these design 
(whose total investment runs to almost a billio 
dollars) is the broad and high everyday standar 
they confirm. Although many of the building 
were hampered by war and postwar shortage 
their effortless integration of plan, site and detai 
gives them a distinction but rarely found i: 
projects of the same modest economic bracket. 

Perhaps the greatest single pointer they cai 
give to U. S. counterparts is their fine sense o 
texture in building. Even the simplest units hav 
an interest and distinction that arises from know 
ing combinations of material. 

This achievement, moreover, has been a con 
scious, not an accidental one. Its summary i 
characteristically thoughtful and humane 


(Continued on page 146) 


The striking theater interior above is located in 


the Union Center at Gavle, was designed for them 


by the Cooperative’s Architectura! office. 


Over 7,000 coopera 
tive stores are fount 
in Sweden. Most fi 
snugly into the land 
scape like that a 
Dalby (left). 


50 Years 6t Progress in 


Concrete Masonry 


Nowhere in the construction industry has greater 
progress been shown in the past 50 years than in 
concrete masonry. 


And with good reason, for practically a whole 
new science has been developed in the making 
of concrete in the last half-century. New ma- 


chinery has been created for high quality, high 
speed production. Architectural design and en- 
gineering developments have kept pace. 


In this time, the uses have increased from a 
few minor hut-like buildings to a full range of 
the most important structures including resi- 
dences, apartments, stores, schools, hospitals, Similar advances are found in the production 
and office and public buildings in all sections of materials—aggregates and Trinity White 
of the country. cement. 


“Imitation rock-face” Block 
was the Fore-runner of 


MODERN CONCRETE MASONRY 


The beginnings were humble—imi- 
tation rock-faced block were made 
of unwashed sand and gravel and 
sun cured. A startling contrast with 
today’s widely used concrete units 
made with full benefit of modern 
technology. Trinity—the whitest 
white—is ideal for white or colored 
finishes for concrete masonry. May 
be used either as portland cement 
stucco or in cement paint form. 


So rwiy wine | 


A product of General Portland Cement Company 
OFFICES. AT: 


11. W. Monroe St., Chicago 3; 305 Morgon St, Tompo 2; 
Volunteer Bidg., Chattanoogo 2; Republic Bank Bldg... Dallas 1; 
BIG W. Sth St, Los Angeles 5 


EEO NB alee tn 
"AS WHITE 1 Ras SNOW" 
ZY, ‘ 


grist J CREDITS »” 
p f i § { Owner: 
The Prudential Insurance Co. 
of America 
Architects: 
Wolter Wurdemon & Weldon Beckett, 
Los Angeles 
Structural Engineers: 
Murray Erick Associotes 
Mechanical Engineer 
s Ralph E. Phillips 
Architectural Concrete Units , = General Contractor: 
7 oe o. Wm. Simpson Construction Co., 
Los Angeles 


made with Trinity— 
: : ‘ q — Architectural Concrete 
The whitest white cement a ; Units Manufacturers 


Wailes-Bagemon, Los Angeles, ond 
The finest structures such as the ’ , ho Reed mid ee rae 
Prudential Building, Los Angeles, 3 - : Thomas B, Childs, Solt Loke City 
use architectural concrete units made 
with Trinity White—a true portland 
cement. In addition to its fine 
appearance, architectural concrete 
units contribute uniquely to struc- 
tural economies. Trinity white is 
recommended for use in terrazzo. 
Its extra whiteness gives an extra 
whiteness to the matrix, or, with 
colors added, a purer color tone. 
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GET ACQUAINTED WITH THIS 


CLOSET 


DOORS .... FRAMES 


Space economy, installation economy and overall lower cost 
—the prime requirements of today’s building—are the three 
big reasons you should use USF Sliding Closet Doors. Steel 
panel construction of a new, improved vertically-welded type, 
assures you of dependable dimensional accuracy, squareness 
and plumb. Nothing to sag, nothing to warp, and a lifetime of 
service. Unique track and roller arrangement assure easy 
sliding. Installation is fast, sure and low cost. Overall cost 
is less than you think. Let us send you the facts. 


Write for complete data 


ABRICATORS, INC. 


WOOSTER, OHIO 
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“When the cultural life of a society has not pro- 
vided any definite and unified foundation to 
build on, the technical possibilities and carefully 
mapped needs have been taken as a source of 
inspiration . . . But if those things, exclusively 
and in all respects, are allowed to determine 
form, there is a risk of ending up in absurdities 
. .. One cannot with impunity overlook the need, 
very deeply rooted in the human being, of beauti- 
ful and agreeable surroundings.” 

This galaxy of buildings by the Swedish Co- 
operative Union makes a heartwarming contribu- 
tion towards filling that need.—S.K. 


FARM HOUSING IN THE NORTHEAST. By Glenn 


H. Beyer. Cornell University Press, Ithaca, N. Y. 
458 pp. Charts. 64 x 934. $4.50. 


“How're you going to keep them down on the 
farm?” is a question to which sociologists have 
been giving quite a bit of worried thought. One 
of the answers which recurs most consistently is 
—hetter farmhouses. To document this claim the 
agricultural stations of 12 northeastern states 
have recently surveyed the farmhouses in their 
territory. The book is a far from sprightly work, 
fitted out as it is with weighting and balancing 
es. Its conclusions, however, certainly con- 
-of the unflattering conjectures made 


xf 


To. begin with—the average age of farmhouses 
in New England and the east central states is 
found to be 78.9 years, More than 44 per cent 
of the total number are over 100 years old. Only 
22 per cent are under 50—and most of these 
belong to the poorest economic groups! Another 
figure which proves as ominous on _ second 
thought as it is encouraging on the first: farm- 
houses, as they now stand, are by no means over- 
crowded, Of the 91.1 per cent with more than 
five rooms, almost all have one or more unused 
bedrooms. 

The age of most of these dwellings prevents 
them from giving an accurate picture of the 
needs of present occupants. For what they are 
worth, however, here are some over-all findings. 
The great majority of houses are two and two 
and a half stories high except in northern New 
England and New York where heating difficulties 
(presumably) make one and a half stories the 
ffavorite height. For storage space, 92 per cent 
have basements or cellars; 65 per cent have 
attics. Less than 46 per cent boast furnaces; 52 
per cent rely on stoves and space heaters, Poor 
sanitary facilities on U. S. farms have long been 
a puzzle to those who credit Americans with a 
unique gift for plumbing. Only 58.3 per cent 
of these farms have baths—a fact which becomes 
even more surprising when one finds that among 
the same households 94 per cent have washing 
machines; 92 per cent have sewing machines; 67 
per cent have electric refrigerators and 63.8 per 
cent have vacuum cleaners. The bitterest thought 
is that the “cold north” section is the poorest 
(Continued on page 150) 
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ST. LOUIS 


DALLAS 


LOS ANGELES 


YOU CAN .Y 


STORES 


SCHOOLS For more than 50 years, Curtis’ Lighting has been a pioneer in 


the development of new lighting techniques . . . designing, en- 
OFFICES gineering and producing the finest lighting equipment available. 
World-wide acceptance of Curtis Lighting Equipment is evi- 
denced by a roster of outstanding lighting which includes the 
BANKS Sistine Chapel in Rome . . . the First National Bank of Chicago 
. . . Altimir Research Laboratories, New Mexico . . . Toronto 
DRAFTING ROOMS Stock Exchange, Canada . . . plus many schools, .stores. and 
offices in your immediate city. 
Whatever your lighting problem may be, a full time Curtis 
CHURCHES Representative is near to assist you. He is a lighting engineer, rich 
in a background of wide experience. His job is to help you achieve 
not only the correct answer to your lighting 
problems, but also to assure you the most ef- 
ficient administration of your lighting dollar. 
INDUSTRIALS If quality lighting is of interest to you, the 
new Curtis catalog should be in your hands. 


CUSTOM LIGHTING Write for this catalog today. 


6 
f A By 
y 5 yi fe cgi j 4 
fo S. I 
Exclusive Representatives in the Following Cities... 
ATLANTA, BALTIMORE, BOSTON, CHICAGO, CINCINNATI, CLEVELAND, DALLAS, 
DENVER, DETROIT, INDIANAPOLIS, KANSAS CITY, LOS “ANGELES, MILWAUKEE, 
MINNEAPOLIS, NEW ORLEANS, NEW YORK, PHILADELPHIA, PITTSBURGH, ROCHESTER, 
SAN FRANCISCO, SEATTLE, ST. LOUIS. 


LIGHTING, INC., 6135 W. 65th STREET and Ouer 450 Authorized Distributors Throughout the Nati 
CHICAGO 38, ILLINOIS 


HOSPITALS 


MENGEL Sokd-@Gore Flush Doors 
Expand INTERNALLY= 


Gat NOT EXTERNALLY: 


engel Solid-Core Flush Doors represent a 
radically new Standard of Stability. Their 
unique construction does not undertake the im- 
possible job of preventing expansion and contrac- 
tion caused by changes in humidity — it controls 


these forces to an extent hitherto unknown. HIGH é 
HUMIDITY 


midity, but expansion is 
deeply slotted at frequent intervals both with and 
grain. Note how the ex- 


All Mengel solid hardwood core members are W204 expands under bu. 
absorbed by deep slots cut 
both with and across the 

across the grain. These slots effectively absorb expan- pansion of the solid wood 

has closed the slots. 


sion and contraction. Thus the solid wood between 
the slots can expand and contract as the weather 
changes, without in any way affecting the stability 
of the door itself! Futhermore, Mengel’s exclusive 
key-lock dovetails and waterproof hot-press phe- 
nolic bonding keep the entire assembly permanently 
tight-. .-. 


Get all the facts about Mengel Solid-Core Flush Low 


: HUMIDITY 
Doors—the really stable doors that co-operate with 
Dryatmosphere has shrunk 


nature on the imside, ignore it on the outside! The he solid wood between the 
slots, thereby increasing the 


i ‘ ‘ ‘ s width of the slots, without 
coupon will bring you full information and SPeCh er Ueda 


fications. of the door itself. 


wee 


: THE MENGEL COMPANY 


Plywood Division, Dept. AF-6, Louisville 1, Ky. 


Gentlemen: Please send me complete information, including 
specifications, on Mengel Solid-Core Flush Doors. 


Name 


ism see 


Street_ 


City 


KENTILE FLOORS 
suit every type of store 


Unlimited variety of design effects with this 
low-cost, long-wearing flooring. 


Kentile’s 23 colors . . . plus feature strips and special inserts 
... give wide latitude for design effects. This floor blends with 
any type of interior . . . and lends itself particularly well to 


open front store design. 


Yet for all its decorative appeal, Kentile is outstandingly low 
priced and famous for resistance to wear. Despite constant 
foot traffic Kentile keeps the fresh attractive appearance that 
builds business for the retailer. Cleaning is a simple matter 
with this smooth-surfaced, dirt-resistant asphalt tile. Colors 
go through the material—can’t wear off. 


Kentile can be installed on any smooth firm underfloor— 
no expensive sub-base necessary. You can specify it for use 
on concrete below grade or on sound double wood floors with 
top tongue boards not over 3” wide. 


KENTILE SIZES FOR EVERY INTERIOR. Kentile is made in 9” x9” squares. 
Also in special sizes — 3”x 3”, 3”x6”, 4”"x4", 414"x 414", 44%4"x9” 
and diagonal tile of all sizes. Standard Kentile is 4 inch thick 
with 3% inch also available. 


DAVID E. KENNEDY, INC., 58 Second Avenue, Brooklyn 15, N. Y. 
350 Fifth Ave., New York 1, N. Y. * 705 Architects Bldg., 17th and Sansom St., 
Philadelphia, Pa. * 1211 N.B.C. Bldg., Cleveland 14, Ohio * 225 Moore St., S.E., 
Atlanta 2, Ga. * Kansas City Merchandise Mart Inc., 2201-5 Grand Ave., Kansas 
City 8, Mo. * 1440 11th St., Denver 4, Colo. * 4532 South Kolin Ave., Chicago 32, 
lil. © 1113 Vine St., Houston 1, Texas * 4501 Santa Fe Ave., Los Angeles 58, 
Calif. * 95 Market St., Oakland, Calif. * 452 Statler Bldg., Boston 16, Mass. 
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The Permanently Beautiful 
Asphalt Tile 
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3 Basic Systems 
to fil every 


Individual Room Unit—Heots 
in Winter and Cools in Summer. 
Automatic control for individual 
rooms in Hotels, Office Build- 
ings, Apartments and Hospitals 


Central Systems —Suit- 
able for Auditoriums, 
Theatres, Ballrooms, and 
all large Public Buildings. 


| \ “Unitemp’’—The original “Pack- 
aged” gir conditioner. Ideal for 
Stores, Offices, Plants and other 
commercial applications. 


CHRYSLER AIRTEMP manufactures all three basic air con- 
ditioning systems— Central, Individual Room Unit and > 
“Unitemp” This means—“the best system to fit each 
project” That’s why leading architects and builders rely 
on Chrysler Airtemp’s unprejudiced recommendations 
when planning air conditioning. 


Highly trained field engineers, working with Chrysler 
Airtemp regional offices and dealers in principal cities, 
are available to assist you in selecting the most efficient 
air conditioning system for your requirements. 


The specialized experience and “know-how” of Chrysler 
Airtemp Engineers— particularly in large construction 
work — provides a practical approach to heating, air con- 
ditioning and ventilating problems. 


When desired, Airtemp Construction Corporation— 
wholly owned subsidiary of Chrysler Corporation—will 
assume entire responsibility from specification to instal- 
lation. 


You will find, we believe, additional information on 
Chrysler Airtemp service and products—highly bene- 
ficial. 


Write today for additional information on Chrysler Air- 
temp products and services. It should prove helpful. 


Chyler firtemp 


AIR CONDITIONING » HEATING * COMMERCIAL REFRIGERATION | 
AIRTEMP DIVISION OF CHRYSLER CORPORATION | 
DAYTON 1, OHIO 
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DISCOVER 


PLASTER 


of Permanent Beauty 


BEAUTEX is easy to apply. Painting, Papering and other 
decorating costs are saved! 

BEAUTEX walls can be cleaned easily with a rubber bath 
sponge or soap and water. 

BEAUTEX can be papered or painted over if future re- 
decoration is desired. 

BEAUTEX is applied over a dry gypsum wall, thereby 
eliminating wet floors and scaffolds. No scaffold or work 
joints appear. This is due to controlled suction. No soak- 
ing of BEAUTEX plaster necessary to give a high degree 
of plasticity. 

BEAUTEX can be floated in 5 minutes or 4 hours after 
it is run on without wetting down the walls. 

BEAUTEX can be retempered without any loss of life 
or working quality 

BEAUTEX contains lime and alkali proof color pigments. 
BEAUTEX has earned the acceptance of architects, con- 
tractors, plasterers and ultimate users for fine residences, 
offices, showrooms and public buildings. 


Write today for free Color Chart and Data Sheets. 
BEAUTEX PLASTER COMPANY « Lebanon 7, Pa. 


S , MAINTENANCE 


AND TOWEL COSTS... 


With MODERN ... FASTER-DRYING 


coum -ru 
Eliminates Need for Towels! 


PROVIDES CLEANER, 
MORE SANITARY WASHROOMS 


Compare present day towel costs with modern Sani-Dri 
electric hand dryers. You'll discover amazing savings 
over towels . . . and the time and trouble of servicing 
empty towel cabinets and waste containers fs eliminated 
completely! New, faster-drying Sani-Dri provides auto- 
matic 24-hour hand or face drying-service with a stream 
of hot air... the most sanitary method known! New 
heating element and faster-flow nozzle drys hands or 
face faster than ever before! 


SAVES 85% of WASHROOM COSTS 


Sani-Dri quickly pays for itself out of savings! No buy- 
ing or stocking of towels. No unsanitary litter to clean 
up ... no paper-clogged pipes .. . no fire hazard .., 
no servicing of towel cabinets. Sani-Dri has carried the 
Underwriter’s Seal of Approval for 18 years. It is the 
only electric dryer that has proven its dependability in 
over 22 years’ use! 


NEW DATA FILE 


For Architects and hae 


Distributors in Principal Cities 


THE CHICAGO HARDWARE FOUNDRY CO. 
“Dependable Since 1897” 
9250 Commonwealth Avenue 


NORTH CHICAGO, ILLINOIS 


The Thermostat 
That Does Everything 


THE NEW FUEL SAVING 
COMFORT (Trontthewm 


EVERYTHING to bring owners of your homes sensitive, accurate home heating comfort—that’s 
what Chronotherm does, automatically and economically. Right around the clock, seven 
days a week, this new Honeywell electric clock thermostat helps heating plants perform at their 
best—helps make every home owner a bigger booster for his heating plant, and for you. 


Automatically, Chronotherm saves fuel every night by lowering room temperatures and 
returning them in the morning to whatever level is wanted for daytime comfort. By this feature 


alone, Chronotherm pays for itself. 


So, here’s reason enough to include Chronotherm in the specifications for every home you 
design. It’s a nationally advertised product your clients will be quick to recognize and 
appreciate. Use Chronotherm as a mark of quality as well as convenience. Minneapolis- 
Honeywell, Minneapolis 8, Minnesota. In Canada: Leaside, Toronto 17, Ontario. 


Honeywell 


SS) © OANA TR OCe S245) EMSs 
The new Plug-In Chronotherm is designed to re- 
place all manual thermostats. All the advantages 
of the regular Chronotherm. Anyone can install it 
in a few minutes. 


77 BRANCHES FROM COAST TO COAST WITH SUBSIDIARY COMPANIES IN: TORONTO # LONDON ® STOCKHOLM * AMSTERDAM ® BRUSSELS © ZURICH ® MEXICO CITY 
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From Modern Furniture (see review at right). 


equipped with indoor bathrooms (only 44.9 per 
cent) ! 

This present volume is regarded by its com- 
positors as but the first step towards their goal— 
the knowledge of what a desirable farmhouse 
should be. It certainly provides some thought- 
provoking facts for architects. These, however, 
are wedged in with a sociologist’s treasure trove 
of the number of yeast buns baked each month 
and the number of suits of summer and winter 
underwear owned by farmers—per capita.—s.K. 


100% FUNCTIONAL... 
--- BUT THAT AIN'T ALL 


WE developed the AMARLITE System 
to help architects save money for 
their clients. It turned out to be a 


lot more than that. Draftsmen dis- ° 


covered they could develop almost 
any kind of entrance design from our 
standard, interlocking components. 
So we can talk about artistic freedom, 
and mean every syllable of it. 
There’s not much point in design- 
ing for special extrusions when you 
can look in our catalog (it’s in 


AMARLITE 


be eee 


ALUMINUM ENTRANCES 


AMERICAN ART METALS COMPANY 
Telephone EMerson 5361 


Sweets, too) and find just the curves 
and lines and stuff you want already 
in the bin ready to ship. 

You can save erection time and 
money, because these components 
slide smoothly into place. And that’s 
an item for which the builder and the 
client will both love you a lot. 

If we can help you work out some 
entrance problems, give us a ring— 
and let’s meet across your drawing 


board, 


Atlanta, Georgia 


ES SS ST OSS SDI RS I I EE TINE 
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MODERN FURNITURE—its design and con- 
struction. By Mario Dal Fabbro. Reinhold Pub- 
lishing Co., 330 W. 42nd St., New York, N.Y. 174 pp. 
Illus. 834 x 12. $5. ; 


In his Introduction to Mario Dal Fabbro’s book 
Morris Ketchum has this strong statement to 
make about the design of furniture: “Today the 
design of equipment is again as important and 
just as much a part of the planning of a house 
as spatial arrangement, structure, materials and 
enclosing walls ... It is as necessary . . . to 
master the design of a sofa as to know the basic 
engineering principles for a reinforced concrete 
structure. ‘The design of storage units becomes 
as important as the.design of a door or window.” 
Since building men of all degrees are agreeing 
more and more with the truth of this proposition. 
(remember the movable storage wall in Leyvit- 
town?) an increased knowledge of furniture 
seems indeed a design essential. 

The subtitle of the book is, however, somewhat 
misleading. In spite of its brief how-to-do-it sec- 
tion, Modern Furniture does not consider pri- 
marily “design and construction.” It works on a 
level which is just as useful to the average de- 
signer—furniture’s dimensions and operation. 
Da] Fabbro stresses “special ideas and solutions” 
—notably stacking and folding pieces as well as 
those that are adaptable for several uses, Their 
workings are illustrated both by photographs and 
simplified drawings, with enlarged details of 
operational joints and hinges. Stools, benches. 
chairs, tables, sofas, sleeping and storage units 
are included—with all the variations and com- 
binations that make them suitable for today’s 
compact rooms. Dal Fabbro’s own training as a 


European designer of note guards against his | 


inclusion of pieces that are merely tricky. From 
the well-known combination of kitchen stool and 


stepladder through versatile seating and sleeping — 


units all the designs here are practical and 
straightforward. (They are also somewhat arbi- 
trarily chosen; there is no pretense of thoroughly 
covering the field.) 

Some of the space-saving devices shown, un- 
fortunately, work on a law of diminishing 
returns. The expense of constructing them will 
probably outweigh the space economies they 
achieve—but this is an old problem. There is 
little: doubt that Dal Fabbro’s manual will be a 
useful rule-of-thumb both to gauge furniture now 
on the market and to suggest possible solutions 
for individual design problems.—S.K. 


FREDERICK CATHERWOOD ARCHT. By victor 
Wolfgang von Introduction by Aldous 
Huxley. Oxford University Press, 114 Fifth Ave., 
New York, N. Y. 177 pp. Illus. 644 x 94. $5. 


Hagan. 


Aldous Huxley introduces the biography of this 

almost unknown pioneer with an illuminating 

analysis of his special contribution. Catherwood 

was a practitioner of that art (half architecture, 

half painting) whose goal was—‘“the rendering 

of great monuments in their totality.” His now- 
(Continued on page 152) 
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BBM \NSULATE Your House acninst on == 


W™*INSULITE 


ZZOOO SQ.FT T0 BE USED IN NEW ARMORY 
CLEAN, RIGID SHEETS MOT AFFECTED BY MOISTURE 


53 Standard SaltaCement (oi 


A 


— 


co j — PLE GL at 
ent is 


The Original \Structura 
Insulating Board 


Asphalt Treated Throughout....Every Fiber Protected 


Va. Sa en 


36 YEARS EXPERIENCE. Not only is INSULITE the original structural insulating board, 
but it is also the original waterproofed structural insulating board. 


As far back as 1915 (long before similar products were ever produced), INSULITE was 
being specified for double duty service in important building projects. (See old 
historic photo above and note that even at that early date, the unretouched banner in 
the photo emphasizes the moisture-resisting qualities of INSULITE.) 


INSULITE Graylite products are asphalt treated throughout — not merely a surface coating. 
Every fibre in the board — inside and outside — is thoroughly - safely - adequately 
protected. That’s why INSULITE resists moisture so amazingly well. Ifa storm 
wets INSULITE Sheathing (Bildrite or Graylite) before the job is finished — don’t worry. 
No permanent harm is done. 


Waterproofed Bildrite Sheathing and Sealed Graylite Lok-Joint Lath also combine 
to control another serious moisture problem . . . vapor condensation in walls. The double 
asphalt coating of the sealed Lath on the warm side of the wall retards vapor travel, 
while the vapor breathing characteristics of Bildrite on the cold side permits escape towards 
the outside. Send for new leaflet describing approved construction methods that 
control frost and moisture damage in walls. 


* e 
Rede sot M4 Refer to Sweet's File, Architectural Section 10a/9 


HOW TO CONTROL MOISTURE 
CONDENSATION IN WALLS 


INSULITE DIVISION, MINNESOTA AND ONTARIO PAPER COMPANY 
Dept. AF-250, Baker Arcade Bldg. Minneapolis 2, Minn. 


Send me that easy-to-understand leaflet showing how the approved INSULITE WALL 
OF PROTECTION controls moisture condensation in walls. 


Name : = > 
Address__ — —— =< 
INSULITE DIVISION %2/ MINNESOTA AND ONTARIO i 
PAPER COMPANY City— — State_ ey st 


MINNEAPOLIS 2, MINNESOTA 
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Catherwood depicts (above) the entrance to a 
ruined Mayan temple still lavishly decorated with 


symbols of Itzamma, the snouted rain god. 


extinct craft could combine the over-all drama 
and precise detail which today’s camera can 
achieve only by multiple views. 


Frederick Catherwood, who signed himself 
proudly “Archt.” was primarily a draftsman and 


i Lithograph Thomas Shotter Boys 


explorer—but he raised the amalgam of his three 
professions to a level of fine art. Born in England 
at the beginning of the 19th century, he faced a 
period when architecture had degenerated into a 
squabble between Greek and Gothic copyists. The 


NEW WOOD PANELING 
THAT IS DIFFERENT: 


suggests treating one 
or more walls with 
wood paneling. 
And once you've 
seen this amazing 
plywood, with its 
hard satiny-smooth 
surfaces, its high- 
lights and shadows, 
you'll agree that it 
will change a room 
into a thing of excit- 
ing beauty, and ata 
fraction of the cost 
you would expect. 


DOZENS 
OF OTHER 
USES 


Easy to finish—easy to install—Easy to 
care for — but hard to scratch or mar. Use 
it for paneling in dens, play rooms, offices 
or anywhere beauty in wood is desired. 


STANDARD 4 FT. X 8 FT. PANELS 


SOLD NATIONALLY THRU LEADING PLYWOOD WHOLESALERS 


For your sample and descriptive folder, 
write to manufacturer, Davidson Plywood and Lumber Co., 


3136 E. Washington Boulevard, Los Angeles 23, California 
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more enterprising spirits of the day sought to 
broaden the field of combat—as did Catherwood 
in his own way. He started by sailing down the 
Nile and instigating the first thorough study of 
ancient Thebes, Karnak and Luxor. Later he 
turned to Mohammedan culture and, at the risk 
of certain death if discovered, was the first to 
measure and draw the interior of Jerusalem’s 
great Mosque of Omar. When he was nearing 40 
he set out for the New World, and soon was busy 
recreating the great Mayan cities in Central 
American jungles. 

‘ Catherwood’s success was due to heroism and 
perseverance as well as draftsmanship. “This 
conscientiously-precise and careful observer . . . 
self-chained to his campstool . . . was exposed to 
all the winged and crawling malice of tropical 
nature . . . Itching, swollen, burning or shudder- 
ing with fever, he filled whole portfolios with 
measured plans and elevations.” 

His most lasting contribution was in uncover- 
ing the great Mayan centers of Uxmal, Copan and 
Palenque. He replotted these cities whose great 
plazas, artificial mountains and valleys, walls and 
palaces were formed of 30-ton slabs of rock, 
transported from the hills on wooden rollers. He 
brought to light a school of forgotten artists who, 
using only stone tools, carved 22 ft. monoliths 
“as a Chinese craftsman might treat a piece of 
ivory.” Scholars still regard with awe Cather- 
wood’s dramatic panoramas—productions so ac- 
curate that the picture writing on the walls (a 
language Catherwood did not understand) can 
now be deciphered from his drawings. 

This book effects a fascinating resurrection 
from the little-known architectural past—both of 
19th Century research and of thousand-year-old 
design. Its very appealing narrative is con- 
cluded by the reproduction of Catherwood’s dra- 
matic portfolio on Mayan architecture.—S.K, 


MUSIC ROOMS AND EQUIPMENT. By Clarence 


J. Best, PH. D. Music Educators National Confer- 
ence, 64 E. Jackson Blvd., Chicago 4, III. 112 pp. 
Ill. 6 x9. $1.50. 


As to the question of music rooms, did you realize: 


» That the players must be able to see the notes, 
words and conductor simultaneously ? 


>» That playing an instrument is heavy exercise, 
for which ventilation must be adequate? 


» That a band needs more cubic feet per player 
than an orchestra’s desirable allotment of 260 
cu ft.? 


>» That sheet music is expensive and unless a 
library is adjacent to practice rooms the supply 
will soon dwindle through lost and torn copies? 


> That musical instruments are delicate and 


should not be carried through crowded school 
halls? 


Such commonsense factors—too often forgotten 
or unrealized—make this booklet by the Music 
Education Research Council a valuable reference 


(Continued on page 158) 


IF THERE EVER WAS A REASON FOR 


NOT USING WALL TYPE FIXTURES, 


If NO LONGER EXISTS! 


A battery of wall type closets 
installed with Zurn Wall Closet 
Fittings, which provide all 
necessary drainage facilities 
up to the drainage line. 

Zurn Wall Closet Fittings 

are designed for any 
make of wall type closet 
and require minimum 
of wall space. 


Horizontal ad- 
justable wall 
closet fitting. 
Figure Z-1205- 
SHR4. 


There is a complete line 
of Zurn Engineered Wall 
Fixture Carriers for all 
types ond makes. of . 
urinals, sees 


THE WAY 


vane | PERFECT ALIGNMENT 


IN ALL 3 DIRECTIONS 


1 @ _ Obtained with Exclusive Adjustment 
Features of Zurn Wall Closet Fittings 
And Carriers...For The Support of All Types 
And Makes of Wall Type Fixtures 


~ One of ape } 
ein i rap adjust - 
tiers for wall 


type urinals. aro0°%S 


Permanent hori- 
zontal alignment 
of each fixture 


\ Vertical adjustment / 
4 with all others. 


.  offixturetoany 
\ required neigh? 


a mY - 


Pre-eminent oe a Peas Products for the 
Protection of Human Health and Modern Structures. 


Vn one > 


Carrier Catalog and 
Handbook No. 50 


the Simple, Fast, Safe Way to Install 


Wall Type Plumbing Fixtures 


Wall type fixture plumbing gets fixtures up off the floor—marks 
a new era in sanitation. Clear, unobstructed floor areas make 
for neater, cleaner rest rooms. Washing or sweeping a floor 
is done more quickly, easily, economically. Wall type fixture 
plumbing reduces cost of rest room maintenance. Only the 
use of wall type plumbing fixtures protects toilet facilities 
against premature obsolescence. 


Zurn Wall Closet Fittings and Wall Fixture Carriers are engi- 
neered to support wall type fixtures—off the floor, free of the 
wall—safely, securely and in permanent alignment. All neces- 
sary adjustments are simple; assembly and installation are 
fast_no mistakes, delays or grief on the job. 


Zurn Wall Closet Fittings and Wall Fixture Carriers fit all 

types and makes of wall closets and wall type fixtures. 

Consult a Zurn representative for more details. 
PLUMBING 


J.-A. ZURN MFG. CO. ‘ivision 
ERIE, PA., U.S.A. 
SALES OFFICES IN ALL PRINCIPAL CITIES 


When, where and how to install wall type fixtures is thoroughly presented 
in the new Zurn “Carrier Catalog and Handbook’’—virtually a manual 
for specifying, buying and installing wall type fixture plumbing. Order 
a copy now! You'll be needing it! No charge to architects and engineers 
and contractors, 


J. A. ZURN MANUFACTURING CO. + PLUMBING DIVISION © ERIE, PA., U.S.A. 


Please send me the new Zurn 
wall type plumbing fixtures. 


“Carrier Catalog and Handbook"’ No. 50 for 


Name and Title 


Company 


Street 


City and State ‘ 
Please attach coupon to your business eeshued. 


Hot Water oells rlomes 


WsLLECTRIC, 


says James R. Bronkema of Grand Rapids, Michigan 


The nationwide demand for Electric Water Heaters continues to grow. Sales and survey 
figures show that. So does the actual experience of builders—Mr. James R. Bronkema of 
Grand Rapids, Michigan, for example, who says: “I find an all-electric home 

easier to sell than any other kind. My customers like to find modern 

_ automatic Electric Water Heaters in the homes they buy.” 


These unusual homes being built by Mr. Bronkema in Grand Rapids have five rooms 
and complete, all-electric equipment which includes a modern Electric Water Heater. 


Modern automatic Electric This modern, all-electric kitchen has a constant, automatic 
Water Heaters can save you supply of hot water—thanks to an Electric Water Heater 
money on construction costs of adequate capacity. - 

because installation can be 
made anywhere—in the kit- 
chen, in the bathroom, or 
the utility room—even in a 
closet. This keeps hot water 
lines short, cuts piping costs. 
Customers like Electric 
Water Heaters because they 
are: (1) AUTOMATIC (con- 
tinuous hot water, no atten- 
tion) ;(2) CLEAN (smokeless, 
sootless); (3) DEPENDABLE 
AND TROUBLE-FREE (as 
electric light) ; (4) ECONOMI- 
CAL (fullyinsulated storage, 
short hot water lines); (5) 
SAFE (all electric, depend- 
able temperature control); 
(6) FLEXIBLE (can be in- 
stalled anywhere, even in 
living quarters; no flue or 
vent). 


of course... it’s Electric! > 
ELECTRIC WATER HEATER SECTION 


National Electrical Manufacturers Association 
155 East 44th Street, New York 17, N. Y. 


ALLCRAFT - BAUER - BRADFORD - FAIRBANKS-MORSE - FOWLER - FRIGIDAIRE - 
GENERAL ELECTRIC - HOTPOINT - HOTSTREAM - JOHN WOOD - KELVINATOR - LAWSON 
> MERTLAND - MONARCH - NORGE - PEMCO - REX - RHEEM - SELECTRIC - SEPCO - 
A. O. SMITH - THERMOGRAY - TOASTMASTER + UNIVERSAL + WESIX + WESTINGHOUSE 


hy tm ELECTRICHS 


in a house wired for an Electric Range! 
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guide. Its authors have been troubled that 
so many school and municipal music departments 
are almost unusable, certainly inadequate, be- 
cause of their insufficient size and surfacing, and 
because of faulty insulation. Such a department, 
they advise, should be set in its own building; if 
this is impossible, in its own wing; at very least, it 
should be located on a floor above other types of 
study rooms. 


Photographs, plans and textual advice round 
out these suggestions and warnings on space allot- 
ment and furnishings. A section at the end is 
devoted to several satisfactory groupings of the 
practice, rehearsal, storage and administration 
rooms, which are needed to make up an adequate 
music department. One of the best designs in its 
particular field—combining practicality, good de- 
sign and economy—is an open-air bandshell of 
poured concrete by Henry Kamphoefner, This 
auditorium seats an audience of 3,000 people and 
an orchestra of 50 for an estimated cost of 


$12,000!—S.K. 


HISTORY OF THE DEVELOPMENT OF BUILD- 
ING CONSTRUCTION IN CHICAGO, By Frank A. 
Randall. University of Illinois Press, Urbana, Ill. 
385 pp. 634 x 1014. Illus. $3. 


This is not a history, in spite of the title. It is 
the bare bony skeleton of a history—but an excel- 
lent specimen of its kind. Building by building, 
block by block, it lists the structures that now 
stand in central Chicago, giving basic facts on 
each, listing references where greater detail may 
be found. Chicago of the late nineteenth century 
was a center of historic and heroic construction: 
“The history of building foundations in Chicago 
between 1871, the year of the great fire. and 1915, 
epitomizes the development of foundation engi- 
neering throughout the world.” 

The city’s economic growth, its absolute need 
to replace the 18,000 buildings burned to the 
ground and the conviction that more fireproof 
methods were necessary brought on an era of 
most fruitful experiment. The essentials of sky- 
scraper construction—the skeleton frame, isolated 
pier foundations and the use of caissons—all 
found their testing ground in Chicago. Moreover, 
firms of gifted and enterprising architects were 
on hand to give form to these new methods: Wil- 
liam LeBaron Jenney, Burnham & Root, Holabird 
& Roche and, most lastingly admired, Adler & 
Sullivan. 

All the bones of history are provided in this 
volume — dates, foundation and _ construction 
methods, costs, sites, interior fittings—as well as 
brief accounts of the builders. There is also a 
thorough supply of references to more detailed 
technical and biographical accounts. 

Although the History of the Development of 
Building Construction in Chicago never really 
brings its subject to life, it does reveal that a 
great city personality was at work in shaping 
these structures, 


(Continued on page 162) 


Whether it’s a small home or a large project, Superior Unit Wood Windows and Nu-Style 
Unit Wood Cabinets are ideal products. They offer tremendous advantages in reducing building 
costs and low maintenance. With Superior Windows, the sash can be installed and removed 
while plastering or painting; in fact, at any time during construction prior to the application of 
inside stops. The Superior, patented, jamb-liner weatherstrip which offers this flexibility also 
equalizes dimensional variations in the window. And .. . this provides a weathertight, snug 
fitting sash which slides easily all-year-round. 


The features of Nu-Style Cabinets are also many! They provide utmost convenience .. . 
maximum utility . . . absolute economy and greater flexibility. They can be scribed or sawn, 
and they can be enameled any color or finished natural. 


Bilt-Well Products are distributed by leading woodwork jobbers throughout the 37 Eastern 
States. 


CARR, ADAMS & COLLIER CO., Dubuque, lowa 


WMauufacturerds of The Bilt-Well Line: Superior Unit Wood Windows + Exterior & 
Interior Doors + Entrances & Shutters « Clos-tite Casements + Carr-dor Garage Doors 
Basement Unit Windows « Louvers G Gable Sash +» Breakfast Nooks + Combination Doors 
Screens & Storm Sash + Corner (China) Cabinets + Gli-dor Cabinets +» Ironing Board 
Cabinets « Mantels & Telephone Cabinets « Multiple-Use & Linen Cabinets + Stair Parts 
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LET THE BUYER BE Chute 


By the time this youngster spends his dime, you can be sure he will have given a lot of con- 


centrated attention to probing the relative merits of caramels versus gum drops, jelly beans 
versus licorice—or maybe even a bar of chocolate. 

He’s finding out already that dwying is a big responsibility. ‘That he owes it to himself to be 
sure before he takes the plunge. 

"It’s not so very different when you’re buying building products for yourself or for your 
clients. Whether it’s your own money you’re risking—or your professional reputation—it pays to 
press your nose against the window and examine all the possibilities. 

And the window—when yow’re buying building products—is the advertising columns of 
your building magazine. 

Just as you rely on Forum?’s editors to keep you up to date on new building ideas, so you can 
rely on ForuM’s advertisers to spread out in front of your eyes the wide choice of materials you 
might use to carry them out. 

Better than that, you can depend on Forum’s advertisers to do some research for you, inves- 
tigating multiple uses for the products they manufacture, outlining their special advantages, 


reminding you of specific situations in which those advantages can be brought to bear. 
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And by balancing claim against claim, weighing the particular attributes of each product 
igainst the particular requirements of your building, you who are responsible for its design, its 
onstruction, its management, its sound financial position or its functional efficiency as a major 
isset of your firm, can make your buying decisions with confidence. 

It’s a good deal all around. Advertising is important to you because it helps you find new 
sroducts, make the best possible use of old products, analyze competing products. 

You are important to the advertiser, because you Forum readers buy more building products 
han any other group in America. 

And we’re proud to be the medium which brings all of you together in an integrated effort 
o make every new building in America a better answer than its predecessors to the needs of 


he people it serves. 


ARCHITECTURAL forum 


THE MAGAZINE OF BUILDING 


More Attractive homes 
and Business Buildings 


DI-LON 


WALLPAPER 
EXTRAORDINARY 


or that extra touch of character, distinction or 
beauty, no wall covering offers such oppor- 
tunities for unusual decorative effects as DI-LON. The authen- 
tic reproductions of choice wood grains, interestingly veined 
marbles, warm rich leathers and other unusual subjects open up 


countless new decorative effects. Can be used singly or in com- 


bination. DI-LON is sunfast, washable—therefore economical. 


DI-LON WALLPAPER FOR HOMES, OFFICES 
INSTITUTIONS AND INDUSTRIAL PLANTS. 


Write for samples and name 


of nearest supplier. 


THE DI-NOC COMPANY 


1700 LONDON ROAD % CLEV ERAN DAT 2) 0 H1LO 


4913 
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MEDIEVAL MONASTERIES AND MINSTERS. 


By H. Ernest Roberts. MacMillan Co., 60 Fifth Ave., 
New York, N. Y., 160 pp. 534 x 84. $2.50. 


PORTRAIT OF CANTERBURY CATHEDRAL. 
By G. H. Cook. Chanticleer Press, 41 East 50th St., 
New York 22, N. Y. 64 pp. Illus. 834 x 1144. $3.50. 


Illus. 


Without waste pages this almost pocket-sized 
book, Medieval Monasteries, traverses the 846 
monastic buildings of England and Wales, pro- 
viding dates, dimensions and main historical 
events enroute. Since these religious establish- 
ments include much of the finest building in 
every generation from Saxon to Tudor times, 
they serve as a valuable index to this chapter of 
architectural history. Its photographs are well 
and generously chosen. 


The Portrait of Canterbury Cathedral is a dra- 
matic pictorial study of one of the buildings 
surveyed in the handbook above. Its noble and 
curious amalgam of the great “perpendicular” 
Gothic fringed by older Norman turrets and Vic- 
torian restorations is handsomely explored by 
G. H. Cook’s camera. The well-written text 
presents Canterbury’s varied story and its long 
associations with history and literature. This 
volume is the second in a series on famous 
England Cathedrals—Durham was the first. 


L’ARREDAMENTO MODERNO. Quarta Serie. 
Modern Furniture and Interior Decoration. Editore 
Ulrico Hoepli Milano (Italy). Paper-bound. Lire 


4,500. 


The flowery vitality of an Italian re-renaissance 
blossoms forth in this recent book on arts and 
crafts. Whether or not one can read Italian (the 
book is captioned in that language), the 820 
plates prove that good design is flourishing again 
in Europe and the U.S. The pictures show glass- 
ware, ceramics, metal ware, lighting fixtures, tex- 
tiles, furniture and room interiors of many 
countries—most of the examples original in 
design and gracefully executed. 

To be sure, there are a few omissions (for 
instance, the excellent little $15 Italian rush- 
seated black chair designed by Enrico Delmonte). 
But there are enough good new designs for any- 
body’s taste.—E.B. 


AMERICAN PLANNING AND CIVIC ANNUAL, 
1948-1949, edited by Harlean James. American 
ion, 901 Union Trust 
6 x 94. $3. 


Planning and Civic Association, 
Bldg., Washington, D. C. 180 pp. 


This summary sets its sight even wider than most 
planning reports and its continuing enthusiasm 
speaks hopefully for the growing awareness of U. 
S. leaders. It ranges through planning on all 
levels high and low. Robert Wagner speaks on 
New York City; Oscar Stonorov on his Philadel- 
phia “Yardville” project; Kenneth Welch on 
shopping centers. The fiery ex-editor of the 
Louisville Times, Tom Wallace, brings oldtime 
fervor to a new-time problem—‘It is time to res- 
cue fro mits despoilers the land which the Lord, 
thy God, giveth thee’. . . It is time to create a 
Department of Natural Resources!” 


Strong, slender mullions, rugged aluminum construction 
and tested “patented” operating parts are features of 


the Miami Awning Window. 


Both sides of glass panes are supported by “patented”, 
concealed cross-shaft, joining panels into one smooth work- 
ing unit. This exclusive feature used with the heavy duty 
operator permits the Miami Awning Window to close extra tight 
and seals glass panels into a compact weather-tight unit. Glass 
panels are designed with overlapping flanges, doubly assuring positive 
protection through metal-to-metal contact . . . No Weather-Stripping 
is required. 


Engineered with precision, manufactured with quality, and designed to com- 
pliment Modern Architecture —The Miami Awning Window. 


For complete information see our catalog in 1950 Sweet's File, or write to Miami 
Window Corp., Department D, 3631 N. W. 38th Avenue, Miami Florida or . . . 
Industrial Machine Tool Co., Window Division, Department D, Fenton, Michigan 


Air Infiltration Tests Passed at Pittsburgh Testing Laboratories. 


Nam! Awning Window 
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Containing about 660 sq. ft. of living 
space, the T-189 frame in unassembled 


panel form costs under $2.65 per sq. ft. 


In this erected version of the T-190 the 
floor plan has been reversed, but 
essentially the same as the T-189 


except for an extension of the living 


room. 


| 
SE 


iE 


Sak 


3g" t 8g vertical boarding 
building paper 

Ye" fiber insulation board 

1%" dead air space 

impregnated building paper 

58" a "6" vertical outside boarding 


diagonal struts 


‘ive 


UTILITY 


KITCHEN 


BEDROOM 


LIVING ROOM } 


— ——— - 


5 Le) 
ci¢ ————$————~ feet 


Plan for the T-190 has approximately 
750 sq. ft. of living area. Exterior 
panels for these and other imported 
models are all insulated for the Tem- 


perate Zone (covering most of the U.S). 


PREFAB HOUSE FRAMES imported from Fin- 
land are good-looking, inexpensive. 


Vertical boarding and battens serve as the dec- 
orative element on these well built Finnish im- 


‘ports, and prices for the pictured models are as 


unpretentious as their architecture. The smaller, 
type T-189, sells for $1,736.25; the T-190 is 
$1,892.88. Prices are f.o.b. North Atlantic port 
and include duty and ocean freight. Shipment 
of two of these units—weighing about 19 tons— 
from Baltimore to Cincinnati costs about $465. 
The unit price of each house covers Norway pine 
panel walls with doors and sash hung and hard- 
ware applied, floor joists and roof truss work 
cut to size for assembly on the site, and bundled 
tongue and groove flooring and roof sheathing. 
Exterior wall panels contain 4% in. fiberboard. 

Finland’s~State. Technical Research Institute 
conducts tests regularly on all phases of the as- 
sembly and materials that go into these and 
other precut, panel and cell system structures 
prefabricated by Timber Houses, Ltd. The num- 
ber of units created for different climatic condi- 
tions, national patterns and individual purposes 
that have been exported by this firm exceeds the 
total of residential dwellings in Finland’s cities. 
Roughly 30,000,000 sq. ft. of these timber struc- 
tures are in use all over the world. Although cur- 
rent models are designed on a metric modular 
system, future shipments to the U. S. will be 
manufactured on a 4 ft. module to simplify 
foundation work and roofing applications, 

To give an idea of what a single complete job 
might run, importers Musssman & Shafer cite a 
model T-189 erected at Lake Hopatcong, N. J. 
which cost all told—with foundation, painting, 
nails, roofing, plumbing, heating, electrical work, 
lot and landscaping—$5,500. 


Importer: Mussman & Shafer, Inc., 15 E, Third 
St., Cincinnati 2, Ohio. 


THREE ACOUSTICAL MATERIALS added to 
Gold Bond line. 


Three new products have been added to National 
Gypsum’s Gold Bond line of acoustic materials: 
Thermacoustic, a sprayed mineral wool product; 
Travacoustic, a mineral tile; and Acoustifibre, a 
drilled wood fibre tile. The first, fabricated from 
incombustible rockwool, was developed to be 
sprayed on ceilings and arches. It may be ap- 
plied in any desired thickness—usually from 4 
to 1144 in—to finished solid surfaces or to sus- 
pended ceilings of meta] lath and channel gril- 
lage. Cost to the consumer for Thermacoustic 
ranges from 35 to 90 cents per sq. ft.. depending 
on the size and design of the job. Not only is it 
effective for noise reduction but for thermal in- 
sulation as well. 

Also made of fireproof mineral wool, Trava- 
coustic tiles are precut into 6 x 12 in., 12 x 12 in. 
and 12 x 24 in. sizes in two thicknesses. Their 
factory-applied white coating can be cleaned: 
however, if desired, they may be repainted with- 
out imparing acoustical efficiency. The tiles, 


(Continued on page 172) 
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Type ‘“‘WR-72"’ 
Forced Air Furnace 


The heating line to use for complete 
satisfaction in every home you build 


Insure the success of every job you deliver by a wise 
choice of heating equipment — fuel-thrifty Mueller 
Climatrol. More than 93 years of outstanding leader- 
ship justify your choice. And you have a complete 
line to choose from for every size home, every 
type of heat, any of the three popular fuels. Standard- 
ize on Mueller Climatrol for all your jobs, and you're 
sure of satisfied customers. Write for complete de- 
tails. L. J]. Mueller Furnace Company, 2107 West 
Oklahoma Avenue, Milwaukee 15, Wisconsin. 


ZL, 
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SEE OUR 
CATALOG IN 
“SWEET'S” — 


Yam SE 
ARCHITECTS'— 3 
BUILDERS'— 22 


Save space and money 
with MENGEL WALL CLOSETS! 


i) Repke prefabricated wood Wall 

Closets offer you tremendous 
space and money-saving advantages. 
They enable you to give your clients 
greater storage space for the same 
cost as conventional closets, or equal 
space at lower cost. They use 25-40% 
less floor space than conventional 
closets, and their efficient sliding doors 
permit greater utilization of floor 
space outside the closet. .. . They are 
shipped K.D. with front frames and 
doors assembled, all parts completely 


TRADE MARK REG U.S PAT OFF. 
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Will Closets 
ENGEL 


Closet Sronta. 


fabricated and hardware included. 
They can be assembled and installed 
in a half hour or less! 


Equally important, Mengel Wall Closets 
are made in three widths, each with 
several choices in interior arrange- 
ment. Units can be combined to fit 
the special requirements of any job! 


The coupon will bring you complete 
information including specifications 
and installation data for Mengel Wall 
Closets. Mail it today! 


FM ZS SS Ss SS Se eee 


I THE MENGEL COMPANY 

I Cabinet Division 

i 1120 Dumesnil St., Louisville 1, Ky. 
I Gentlemen: Please send me complete 
1 information about Mengel Wall Closets. 
I Name— 

y Firm S 

I Street 

I City. State 


costing from 40 to 70 cents per sq. ft., have the 
decorative quality somewhat the same as trayer- 
tine stone. 

Acoustifibre is an improved wood fiber tile 
perforated to deaden “noise. It comes in three 
thicknesses and may be cemented to a solid sur- 
face or suspended on a hung ceiling system. 
Acoustifibre is said to offer more sound absorp- 
tion per square foot than earlier tiles of this 
type. It, too, can be repainted many times with- 
out loss of its acoustical value. Price range is 
from 25 to 50 cents installed. 


Manufacturer: National Gypsum Co., Buffalo 2, 
N. Y. 


LIGHTWEIGHT TAPING MACHINE speeds dry- 
wall construction. 


Cement and tape are uniformly applied over dry- 
wall seams, angles—even outside corners—with 
the Superior applicator. Easy to maneuver and 
operate, the magnesium device weighs less 
than 8 lbs., fully loaded with tape and joint 
cement. To prevent the cement inside from set- 
ting, a rubber gasket tightly seals the machine. 
Tape may be used several hours after placement 
in the applicator. A twist of the wrist automa- 
tically cuts off the tape at any desired spot. Ac- 


cording to its manufacturer, the Superior ap- 
plicator enables one man to do the work of five. 
The machine handles any standard size tape up 
to 21% in. wide. It retails at $40, f.o.b. Wichita, 
Kans. 

Manufacturer: Superior Drywall Applicator Co., 
Wichita, Kans. 


PACKAGED STEEL KITCHEN CABINETS are 
attractive, low priced. 


Simplified construction of Midwest steel cabinets 
not only enhances their appearance but lowers 
the cost. Designed for the budget home builders’ 
market by the makers of the Kitchen Kraft line. 
they are in the price range of ordinary wood 
cabinets yet offer features of more expensive 
storage units. Some of these attractions are: 
welded steel construction, baked refrigerator 
finish throughout, sound deadened doors and 
drawers, semi concealed chrome plated hinges, 
rubber bumpers on doors and drawer fronts, re- 
movable shelves, porcelain enameled sink bowls, 
a single recessed bottom. Door pulls have been 
succeeded by indented hand pulls. Linoleum 
covered counter tops are obtainable in solid 
(Continued on page 178) 


Aerial Photograph of the P 


Koppers Bonded Roof built in 1928 for the Port 


of Lake Charles. 


ar 


i 
ort of Lake Charles 
“Sed port to the deci v = 


nearest deep 


esays the Executive Assistant of the Port of Lake Charles, Lake Charles, La, 


KOPPERS 


ND the Port of Lake Charles goes even 
further in paying compliments to Kop- 
pers—"‘from all outward appearance, this 
Koppers Roof looks like it is good for 
another twenty years.” 

That's whole-hearted praise—and judg- 
ing by the photograph and by Koppers 
Case Histories—there’s more than an even 
chance that this Koppers Bonded* Roof 
will give good service for another twenty 
years. 

Koppers Coal Tar Pitch and Tarred Felt 
Roofs are built to last. They resist pro- 
longed contact with water. They have un- 
usual tensile strength. They are “self-seal- 
ing” if small breaks occur. And when 


gravel or slag is embedded in a heavy 
pouring of Koppers Pitch, the roof surface 
is armored against the elements. 

Why not learn all the advantages of 
using Koppers Roofing Materials — the 
materials which make roofs last longer. 
Write for further information, or see our 
catalog in Sweet's Architectural File. 


*Koppers Roof Guarantee Bonds indemnify 
owners against the cost of roofing repairs for 
10, 15 or 20 years according to the type of roof 
applied. These Bonds are issued in such sec- 
tions of the United States as are covered by 
Koppers inspection service. 


KOPPERS COMPANY, INC., Pittsburgh 19, Pa. 
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Plan to use 


CANVAS AWNINGS 


as Architectural Jewels 


to add Beauty, Charm 


and Distinction 


Color is a major archi- 
tectural asset—and noth- 
ing surpasses the range 
of appropriate colors 
available in modern Can- 
vas Awnings. Wide se- 
lection of designs and 
patterns offers unlimited 
Opportunity to express 
personal taste. Canvas 
Awning manufacturers 
offer hardware and fab- 
rics to meet your every 


construction problem 


THE CANVAS AWNING INSTITUTE, INC. 
and NATIONAL COTTON COUNCIL 
“There is No Substitute for Canvas Awnings” 
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Safe continuous feeding, during operation eliminates 
sfop-and-start nuisance where capacity is restricted 
in units which operate only when cover is locked. 


Exerts two-way cleansing, overcomes clogging, 
doubles life of shredder and provides self-sharpen- 
Write for catalog or see Sweet's flles— ing action. 
240/16 Architectural—6b/13 Builders 


*John W. Hammes, Registered Architect... President, In-Sink-Erator (founded 1938). 


IN-SINK-ERATOR MANUFACTURING CO. 
RACINE, WISCONSIN 


One shower accident may cost 
many times more than Powers 
shower mixers. They are really 
safe and non scald. Temperature 
of Powers regulated showers 
remains constant wherever set 
regardless of pressure or tem- 
perature changes in water sup- 
ply lines. Failure of cold water 
supply instantly and completely 
shuts off the delivery. Bathers 

: can really relax and enjoy the 
MAY WE SEND best showers they ever had. 


CIRCULAR H48? BT4s 


WRITE 
THE POWERS REGULATOR CO., 2720 Greenview Ave. 
CHICAGO 14, ILLINOIS © Offices in over 50 cities 
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‘LIGHT BEAMS’’ for 
UILDING FOOT-CANDLE LEVELS 


This actual photograph of a pendant mounted “‘Monroe”’ 


“ Slimline Luminaire proves our point that it’s “‘built like 
96° T-12 SLIMLINE and a bridge.” The ‘“Monroe”’ is not recommended for heavy 
ST AND ARD 40-W ATT foot-traffic, but its bridge-like construction provides 
for perfect alignment on continuous runs with hangers 

spaced only at every 8 feet. This minimum of hangers 
LU Ml N Al RES and the unit’s rugged construction mean reduced in- 

stallation costs and improved appearance. 

seer ectonc ia In design, in construction, in flexibility of use—the new 
mounting, individually or in continuous row. ““Monroe’”’ is the ideal fluorescent unit. Its efficiencies of 


up to 83% with 25/35° shielding; its low initial cost; its 
long service life add up to good lighting at economical cost. 


WRITE TODAY for complete information on the 
“Monroe” and other Fluorescent Luminaires in 
the Pittsburgh Permafiector Presidential Series. 


PITTSBURGH REFLECTOR COMPANY 


40! OLIVER BUILDING - PITTSBURGH 22, PENNSYLVANIA 


Permaflector Lighting Engineers in All Principal Cities 


177 


Se 


ie 


black and in a black, red or yellow marble pat- 
tern. The pictured unit measures 72 in. wide and 
carries a suggested retail price of $200. 


Manufacturer: Midwest Mfg. Co., Galesburg, III. 


BATHROOM CABINET has side mirror wings. 


This bathroom cabinet is manufactured with ad- 
justable side mirrors which permit profile and 
rear views. It is constructed of cold rolled steel 
and has frames of polished stainless steel. Plate 
glass mirrors measure 16 x 24 in, for the door 
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the concrete youl save pays for 


Corruform. 


: 


100,000 pounds per square inch. 
Tough-tempered. High-strength. 
Steel base for concrete in joist construction. 


Corruform pays for itself with the concrete 
it saves. That’s because Corruform is 
tough-tempered to spring back under con- 
struction abuse and carries concrete over 
joists without sag, stretch, bend or leak- 
age. Tough-temper, high strength Corru- 
form, made by processes patented by 
Granite City Steel Company, is nearly 
twice as strong as conventional steel of 
the same shape and weight. 


Furnished uncoated, mill-primed for 
painted exposed joist construction, or 
galvanized ...with clips to fit all standard 


GRANITE CITY STEEL COMPANY 
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joists. Send for AIA file today. 


Specify CORRUFORM by name 


Standard tough-temper Corruform 
is made to one specified strength 
and thickness with guaranteed 
average strength over 100,000 p.s.i. 
and certified minimum strength for 
single test over 95,000 p.s.i. 


GRANITE CITY STEEL 


Granite City, Illinois 


section and 8 x 20 in. for the side panels, Bot 
door and wings are mounted with chrome plate 
piano hinges. The cabinet contains three shelve 
Its interior is finished in a baked white ename 
The model 1250 L has, as standard equipmen 


a 15 w. fluorescent lighting fixture over the ce 
ter section, chromed toothbrush holder and 
plug in outlet for electrical accessories. Ret 
price for the unit is $45. 


Manufacturer: Standard Steel Cabinet Co., 37! 
Milwaukee Ave., Chicago, III. 


AUTOMATIC DOOR OPENER is installed wit 
out remodeling doors, walls or floors. 


Astra’s new door opening and closing device 
suitable for hospital and many industrial pt 
poses. Air operated and hydraulically controlle 
it has no extensive wiring, gears, motor, relays 

other parts which are difficult to install and mai 
tain. Opening is initiated electrically by steppi 
on the contact area on either side of the do« 
Floor plate on this area is 3/16 in. thick and h 
beveled rising edges to provide a safe smooth a 
proach. Air power is supplied either by the buil 
ing’s air pressure system or, if this is not ava 
able, from a small compressor. Electricity 
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circuit from contact 
area to control box 


oe CONTACT AREA 
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furnished from a 110 vy. wall outlet. In case 
power failure in the building, doors may be o 
erated manually. Retail price, not including | 
stallation, is $395 for the single door unit. 

double door opener is $495, 


Manufacturer: Astra Engineering Co., 933 S. F: 
Oaks, Pasadena, Calif. (Continued on page Ié 


1AVE AN “EYE’” FOR BALANCING 
ELEVATOR SERVICE WITH DEMAND 


een, red, red and green. ..up, down and in between. Heavy, light, light and heavy... 
alls scarce or by the bevy. Selectomatic’s ‘‘eye” reflects any traffic pattern the people 
make. Then, instantly and automatically, its electrical brain balances the movement of 


1e cars with the size of the demand. 


electomatic has charted a.complete new era for elevators. No longer does the elevator 
ervice in your building have to depend on a ‘‘starter’s” blind guess at when to dispatch 


hich cars where. 


lith Westinghouse Selectomatic on the watch, our good friend, the starter, can relax. 


pend all his time looking after his most important job... directing traffic. 


electomatic is the only elevator system that automatically regulates an entire elevator 


ank and matches the service to the demand—under any traffic conditions. 


electomatic, an exclusive Westinghouse development, completely supersedes the 


revious accepted elevator standard—signal control. 


end for Book B-3597 and get the complete story of Westinghouse Selectomatic— 
cience’s greatest achievement in elevator transportation. Elevator Division, Dept. F-I, 


/estinghouse Electric Corporation, Jersey City, N. J. 


43-98567 


fou CAN BE SURE...1F ITS \ vestinghouse 


STEEL GARAGE DOOR on ball-bearing rollers 
sells for less than $45. 


Priced competitively with wood overhead-type 
garage doors, the Berry steel door is made in one 
piece, electronically plated with zinc and prime 
coated at the factory for rust protection. All 
stress points are riveted. Fully recessing, the 
door is éasily lifted and sent up into the garage 
by means of balanced oversize springs and heavy 
ball-bearing rollers. Double lock latches fasten 


Hoti- 


the door securely and prevent rattling. 
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Supply Safe 
Water Temperature At Fixtures 


Taco Tempering Valves thermostatically mix cold water 
with hot water from water heaters to always supply safe 
temperature water at the fixtures. This is just one of the 
many advantages your clients and tenants obtain when 
you specify Taco Tempering Valves. 


“Better Heating-Betier with Taco” 


SYSTE: M 


yaco-ABBOTT 


ik. 


TACO HEATERS, INCORPORATED 


37 SOUTH STREET 
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zontal grooving gives the Berry garage door an 


attractive architectural appearance. 


Manufacturer: Aluminum Products Corp., 371 S. 
Paddock St., Pontiac, Mich. 


SEGMENTED COMBINATION WINDOW costs 
less than separate storm and screen units. 


Besides its very reasonable price of about $7.50 
per unit, the Jiffy storm and screen combination 
wood window has several attractive features for 
Three pre-fitted 
pieces comprise the unit: an upper storm sash 
built into the frame and separate lower storm 
and screen sections. The slim but sturdy pine 
frames are toxic treated and smoothly sanded, 
ready for painting. Jiffy windows may be hung 
with regular storm sash hardware or may be at- 


the builder and homeowner. 


tached permanently with wood screws. While the 
screen is in use the lower storm sash is stored 
in the upper half; when both storm panels are in 
use the rustproof bronze screen is stored above. 
Quick changeover is accomplished from the in- 
side with. a screwdriver. Four unique butterfly 
devices keep the interchangeable units locked in 


place, eliminating all noticeable vibration and 
making the unit tamperproof from the outside. 
The windows are available through lumber and 
building supply dealers. 

Manufacturer: Angel Novelty Co., 340 Broad St., 
Fitchburg, Mass. 


SPIRAL SASH BALANCE can be installed while 
sash is in or out of frame. 


A flat spiral carbon steel spring, the Spirex sash 
balance has a strong and lasting lifting power. 
Because of the simple way it is set in either 
round or square standard size grooves, installed 
cost is said to be less than half that of cord and 
pulleys. Only one sash run is required for the 
top sash, further reducing installation time. After 
the balance is attached, tension is regulated by 
a few turns with an adjusting tool. Rust pre-- 
ventative coating on the entire mechanism elim- 
inates friction and assures quiet operation. 


Manufacturer: Caldwell Mfg. Co., 56 Industrial 
St., Rochester 4, N. Y. 


(Continued on page 188) 


WHY SHOULD AN INSULATION | 
BE BONDED TO ITS COVERING = 
SSS ER & 


Insulation must be bonded (securely fastened to its covering) 
to withstand the vibration that occurs in every house. Such 
vibration can shake the mat loose, allowing it to sag and settle. 
This leaves uninsulated areas. Hold a sample of insulation by 
the edges and shake vigorously . . . if the mat and liner part 
company, the insulation has failed one test of quality. 
Balsam-Wool, the insulation that can’t pack or settle down, 
offers EXTRA protection against uninsulated areas. The felted 
wood fibers of Balsam-Wool are bonded together to form a 
homogeneous insulating mat, firmly cemented to the liner...itis 
DOUBLE BONDED! In addition, the Balsam-Wool blanket is secure- 
ly fastened in place, when applied, by its sturdy spacer flanges. 


Zi 


Combining advanced design and engineering, Balsam-Wool embodies the 


You'll find the answers 
to many insulation ap- 
plication problems in 


latest scientific developments 
such as: 


@ Continuous, Integral Vapor Barrier 


@ Sturdy Wind Barriers 
eee tere set of e@ Double Air Spaces 
eae eS ba @ Special Spacer Flanges 
you. They’re yours for © Rot and Termite Treatment 
the asking, mail the e@ Highly Fire Retardant 
coupon! @ Rigid Quality Control 
‘Semen em mee ee me ss ersn mon mae foe EE mee SE g r fae ee ee Gao oe SS See pee es eet eee oe oy ec 


SEALED INSULATION 
BALSAM-WOOL e Products of Weyerhaeuser e NU-WOOD* 


*REG. U. S. PAT. OFF. 


Wood Conversion Company 
Dept. 147-20, First National Bank Building 
St. Paul 1, Minnesota 


Please send me a set of Balsam-Wool Application Data Sheets. 


IMPOSE (ha a's phe Tae AA aes eee Mlble Ukr Wi glid haves vigil das we ooo 
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“What do you expect... 


concrete to 


wear like granite?” 


You can expect just that! When you treat a floor with 
Sonneborn’s Lapidolith, that’s what you get! 
A Lapidolith-treated floor stands up to heavy truck- 


ing and traffic as no untreated floor can. You actually 
‘case harden’ a floor with a deep layer as hard as granite 
... up to 10 times as hard as the original concrete! Yet 
the entire treatment is as fast as mopping the floor . . . 
the material cost is under $20 for 1000 square feet of 
concrete or terrazzo ... and you can use the floor even 
while it’s being treated. You can apply Lapidolith 
yourself, or if you prefer, we can arrange to have it 


applied for you. 


If you have a tough problem in- 
volving concrete treatment, damp- 
proofing or protective painting, call 
on your Sonneborn Man. Chances 
are, he has the answers, or can get 
them for you. If you don’t have his 
name, write your problem direct. 
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L. SONNEBORN SONS, INC. 


BUILDING PRODUCTS DIVISION 


80 EIGHTH AVENUE, NEW YORK 11, N.Y. 


LOCK LINK permits placement of knobs away 
from conventional position at door edge. 


An exclusive Schlage feature is the backset link. 
Very simply attached to any of the manufac- 
turer’s general use and heavy duty locks of the 
A, C or D series, this device allows knobs and 
escutcheons to be set 5 in. back from the edge 
of the door. In no way, however, does it compli- 
cate the simple installation of these cylindrical 
locks: two holes are bored and the lock (with 
connected backset link) 
and latch unit are in- 
serted. Not only is this 
arrangement designed to 
save door surfaces from excessive finger smudg- 
es—obvious on many flush panel doors—it also 
creates opportunity for new decorative treat- 
ments. In conjunction with the backset, Schlage 
produces unusual rose and escutcheon plates. 
Two of these are the Astra, a starlike rose, and 
the Pantheon, an oversized disc with raised edge. 
The latter is applicable in schools and other in- 
stitutions where doors receiving heavy use often 
have black circles painted around the knob to 
mask dirt streaks. For designs calling for knobs 
in the center of a door, links up to 24 in. long 
are available on special order. 


Manufacturer: Schlage Lock Co., Bayshore Blvd., 
Box 3324, San Francisco 19, Calif. 


HYDRAULIC LADDER ATTACHMENT levels 
ladder on uneven bases. 


Engineered to meet the ladder user’s need for a 
strong lightweight automatic equalizer which 
would operate under all conditions, the Hydra- 
lizer provides a high degree of convenience and 
safety. As the top of the ladder is leveled to the 
desired position, the legs balance the load by 
displacement of oil from one side to the other. 
A foot operated valve stops the oil flow, thereby 
locking’ the ladder in 
place. Pronged attach- 
ments on the ball and 
socket shoes permit the 
user to flip the discs on 
end for use on ice or 
slippery terrain. The at- 
tachment may be used 
on ladders of different 
dimensions. It is easily 
connected to wood or 
metal ladders having 
straight or flared bases. 
Telescopic tubing ad- 
justs to the proper width. Constructed entirely 
of steel for working loads over 500 Ibs. and up 
to 1,000 lbs., the Hydra-lizer itself weighs only 
6 lbs. List price is $24.75, f.o.b., Tulare, Calif. 
An industrial discount of 15 per cent is allowed 
on orders of three or more units. 


Manufacturer: Anderson Products Co., Tulare 
11, Calif. 
(Continued on page 194) 
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CRANE 


the preferred plumbing 


Crane Marcia Lavatory, 
24”x21”, for counter-top installation. 


Install the Marcia in tile, Two Marciasinonecounter White and 8 Crane colors. 
linoleum, glass, or compo- double usefulness of the Consult your Crane Branch 
sition. bathroom. or Crane Wholesaler. 


CRANE CoO., GENERAL OFFICES: 

; 836 S. MICHIGAN AVE., CHICAGO 5 

PLUMBING AND HEATING 
VAD MES ook UT TINGS « PJPE 
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Style ata saving with |” pp eTpEMETH OF STEEI 
ECONOMY SIDINGS 19 EVERY MASONRY WALL 


e 
e 
e ats ae 
° 
e 
e Leaders throughout 
A the building indus- 

try are watching 

= for the Dur-O-waL 
e sign of wise con- 
be struction. 
. “DOLLAR-WISE” 
. CONSTRUCTION 
e 
r) 
e 
e 
s Econ-o-wise Builders have Proved 
e 
° its Advantages on the Job for You 
‘ Dur-O-waL is the patented D 

@eeeevoeevevneveneecneeeeeeoeoeeaeoeaoeeeeoneoeeeeoeee @ reinforcing that gives masonry UR: 


walls a backbone of steel. Patented STEEL Reinforcing 


Made of high tensile steel. FOR MASONRY WALLS 
Dur-O-waL is designed to 

work fast on the job. Dur-O-waL is completely 

enbedded in the mortar joints to prevent 

cracks. Used throughout the nation in block, 

brick, and tile walls and as a tie for brick 

facing. It’s the low-cost, time-proven way 


to add dependable lateral reinforcing. 

Write, wire or phone for com- ee 
plete information. Dur- SES 
O-waL Division, Cedar = = i 
a 


co 


Rapids Block Co., 688 
Twelfth Ave., SW 


Cedar Rapids, Ia. 


Architects! Builders! Specify and use Western Pine 
ECONOMY SIDINGS for attractive exteriors at low cost. 
This economy lumber, of sound knotted grades, pro- 
vides sturdy, effective sidewalls when low initial cost 
and maintenance are important considerations. It is 
carefully milled, in a variety of pleasing patterns, and 
lends itself to modern as well as traditional home de- 
signs. Knots do not bleed when treated with Knot 
Sealer WP-578 before painting (see below). 

Wood siding continues to be the favorite material 
for American home exteriors. Western Pine Econ- 
OMY SIDINGS are weather and wear resistant. 
Beauty and good taste are inherent in their rich tex- 
tures and smooth, paint-receptive surfaces. Home 
builders find them easily adaptable to a variety of 
architectural styles, derive real satisfaction and pride 
from the smart effects achieved at moderate cost. 


® AWNING TYPE @ 


EXTRUDED ALUMINUM 
WINDOWS 
@ Especially designed for use in 
Schools, Hospitals, Public Buildings 
and Fine Residences 


HEAVY 2'%” SECTIONS 


Write for descriptive literature or see our 
Catalog in 1950 Sweet's 


CROFT STEEL PRODUCTS, inc. 


For helpful FREE literature on ECONOMY SIDINGS write Western 
Pine Association, Dept. 308-V, Yeon Bldg., Portland 4, Oregon. 


KNOTS ARE NO PAINT PROBLEM—when Knot Sealer WP-578 is 
used! Developed by Western Pine Association to seal knots for 
prevention of paint discoloration, WP-578 has consistently outper- 
formed all other sealers. It’s made and distributed by 82 manufac- 
turers, from coast to coast. If your dealer does not have it, write 
Western Pine Association. 

*IDAHO WHITE PINE 
THESE ARE THE WESTERN PINES PONDEROSA PINE 


*SUGAR PINE 


; L . ~~ e er 
These are the Associated Woods ‘Lorch * Douglas Fir + White Mee 
Spruce * Cedar * Lodgepole Pine 


16 MARKET STREET - JAMESTOWN, W. Y. 
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LUCKY KIDS... up to now 


Are the school children in your neighborhood actually 
protected against the dangers of fire? Or have they just 
been lucky up to now? 


When you stop to realize that year in and year out 
there is an average of five school fires each day—all 
too many of which spell tragedy—you'll be inclined to 
agree that it may be luck. And that now’s the time to 
check their protection before that luck runs out. 


Almost all schools have efficient, periodic fire drills... 
and that is of prime importance. So is “fireproof” con- 
struction. Yet how can they be deemed adequate pro- 
tection when interiors are often like tinder . . . when 
basement-ignited fire can eat its way through walls to 
break out unexpectedly or “flash” upward through 
vents and stair-wells to demoralize orderly retreat, 
seal off escape, spread destruction and death? 


No, by the time fire “breaks out” in a school, it is gen- 
erally too late. Here, if ever, is the place where it is 
absolutely imperative to control fire at its start, with 
automatic certainty! 


Fires that start in schools can be controlled wherever 
and whenever they start, and with automatic certainty, 
by a Grinnell Automatic Sprinkler System. Seventy- 
five years experience shows that practically 100% of 
fires starting in buildings protected by Grinnell Auto- 
matic Sprinkler Systems are extinguished before doing 
material damage. 


SEE THAT GRINNELL SPRINKLER HEADS ARE ON GUARD 


In schools, as well as in hospitals, hotels, theaters and 
factories, there is a moral obligation upon management for 
the utmost in protection of life and property. For your own 
sake be sure the schools, the hospitals, the hotels, and the 
plants for which you are responsible are protected with the 
famous Grinnell Automatic Sprinkler heads—your assur- 
ance of positive, automatic protection against fire. 
Grinnell Company, Inc., Providence, Rhode Island. 


GRINNELL 


Elnora PERO TE Coil ON 1S ¥ ST EM $ 
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There’s no better time than right now to sit 
back and think what you will see in your 
family’s eyes a few years from now. 


Whether they glow with happiness or turn 
aside with disappointment depends, to a very 
large extent, upon what you do now. 


So plan now for that home you plan to buy 
eventually . . . set aside money now for his col- 
lege education... plan now for the day you 
can retire. 


Decide now to put part of your salary week 
after week, year after year in U.S. Savings Bonds, 


Your wife’s eyes: What will you 
read in hers when she asks whether 
you can afford that modest cottage 
that’s for sale? 


Your boy’s eyes: What will you 
see in his eyes the day he asks 
whether you can afford to send 
him to college? 


Your own eyes: What will the 
mirror tell you about them when 
it’s time to retire, and take things 
easier? 


so that you will have the money for the impor- 
tant things you and your family want. 


Insure your future by signing up on the Payroll 
Savings Plan where you work, or the Bond-A- 
Month Plan where you have a checking account. 
Chances are you won’t miss the money now, but 
you certainly will a few short years from now if 
you haven’t got it!! 


P.S. Remember, too, that every $3 you invest 
now in U.S. Savings Bonds returns $4 to you in 
just ten short years. 


Aitimite sowing iy sunt sawing — US. SAVINGS BONDS 


Contributed by this magazine in co-operation with the Magazine 
Publishers of America as a public service. 
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Four cubic foot General 


This is the 220-volt model, 


two 1000-watt burners. 
Also available in 115-volt 
model, with two 850-watt 
burners, to plug into any 
household line— one plug 
for range and refrigerator 


closed T-K units. The top 

removes for easy cleaning 

on both models. Dimen- 

sions: 39” height; 27-1/2” 

width; 23” depth over 
handle. 


GAS-ELECTRIC GENERAL CHEF » 


Four cubic foot General 
refrigerator with vegetable 
bin, and four-burner gas 
cooking combination. The 
full-size Lincoln Brass 
burners use natural, manu- 
factured, or L-P gases, and 
are easily removable for 
cleaning. Dimensions: 39” 
height to top of grates; 
27-1/2” width; 23” depth 
over handle. 


Also available—the four 
cubic foot General refrig- 
erator with Formica table 
top, or without table top 
for built-in installations. 


NATIONWIDE SALES AND SERVICE 


Cooking and 
| refrigeration 
| together occupy 
only 4.1 square feet 


refrigerator with vegetable | 
bin, and three-burner elec- © 
tric cooking combination. | 


with one 2150-watt and | 


both. All burners are solid — 


General Chef combinations make kitchens 
practicable in small space...at low cost. 

New flexibility for the architect and builder is 
provided by General Chef cooking-refrigeration 
combinations—for motels, hotels, apartments, 
resorts, cabins, small homes, guest houses, bars, 
offices, hospitals, etc. 

General Chef quality and performance are first 
class. Thousands have been produced —all 
well-made, attractive units with triple chrome- 
plated hardware, hermetically sealed Tecumseh 
compressors, 7-station temperature control, and 
high-quality burners. 


Builders of America’s Finest 
Budget-Priced Refrigerators 


AIR CONDITIONING CORPORATION 
4542 East Dunham Street + Los Angeles 23, Calif. 
COMPLETE INFORMATION AVAILABLE IMMEDIATELY 
SEND FOR DATA FILE TODAY 


GENERAL AIR CONDITIONING CORPORATION 
4542 East Dunham St.« Los Angeles 23, Calif. 


Please send me your data file on General Chef cooking- 
refrigeration combinations. Include specification data on 
the complete line of General refrigerators. 


NAME 


ADDRESS 
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Johnson & Johnson 


Put protection for life and property 
into your specifications 
with stand-by 


KOHLER 


Electric Plants 


Wher storms or accidents interrupt cen- 
tral station electricity, stand-by Kohler 
Electric Plants can save your clients 
thousands of dollars in damage or loss, 
prevent mortality, injuries, costly dis- 
turbance. 

Lives of patients may be endangered 
in hospitals and sanitariums if lights-go 
out in operating rooms—and -if steri- 


Model 3A21, 3KW, 115 volt AC. Automatic 
start and stop. Length 41", width 16", height 274". 
Other sizes range from 350 watts to 1OKW. 
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lizers, x-ray machines, and other equip- 
ment stop functioning. Panic, injuries, 
theft, could follow sudden darkness in 
stores, schools, auditoriums. In theatres, 
refunds would be necessary. Industrial 
plants could suffer heavy losses from 
stoppage of processing equipment. In 
homes, illness or damage might be caused 
by lack of automatic heat, water and 
refrigeration. 

Kohler Electric Plants take over the 
load instantly, without human atten- 
tion, providing current as long as regular 
service is cut off. Safeguard your clients’ 
interests with this important protection. 
Write for folder K-15. Kohler Co., 
Kohler, Wisconsin. 


KOHLER 
OF 
KOHLER 


PLUMBING FIXTURES * HEATING EQUIPMENT 
ELECTRIC PLANTS © AIR-COOLED ENGINES 


CORDLESS TRAVERSE opens and closes drapes 
in equal folds, turns corners smoothly. 


Having no cords to bind or sag, the Bradley Rotor 
Traverse distributes the fullness of curtains 
equally during all stages of movement, Closure 
may be synchronized so that one panel covers 3 ft. 
while the other moves across 7 ft., or any other 
combination of areas. Kept partially open, the 
drapes hang in equal folds without the custo- 
mary bunching at one end or the other. 
Because of the angular. setting of the shafts 
in ball type rollers, the ingeniously devised car- 
riers are activated by rotation of the tube 
(turned by hand powered loop pull or by motor 
powered sprocket and chain). When the tube is 


turned clockwise;carriers move towards center; 


counter-clockwise, toward the ends. Twelve pre- 
cisioned variations of the angulation of the shafts 
permit the carriers to be moved in either direc- 
tion at twelve proportionate speeds, thereby 
achieving equal distance between them and equal 
folds of the drapery they suspend. To eliminate 


installation mix-up, relative speed and direction 
are clearly marked on each carrier. A set of 12 
usually accommodates a 5 ft. width, but for larger 
spans the carriers may be used in multiples such 
as three 1L’s, three 2L’s and so forth. For short 
traverses an arrangement such as 2R, 4R, 6R, etc. 
may be utilized. (“R” and “L” stand for right 
and left.) 

A flexible spring coupling makes it possible to 
send drapes around corners easily and smoothly. 
Carriers pass by the supports on each side of the 
flexible section and over the curve without break- 
ing fluidity of movement. For longer curved dis- 
tances, a similar ball-bearing internal support is 
set at the desired arc. 

Once the principle is comprehended, the 
installation is relatively simple. The rod is 
dropped in slotted brackets like a shade roller. 
Carriers are placed on this tube in numerical 
sequence—the lowest (slowest moving) next to 
the bracket, the highest (moving fastest in ratio 
sequence) nearest the center. For hand opera- 
tion, a loop pull is placed over the pulley and 
through the idlers. For electric control, a motor 
is mounted behind the first pleat of drapery. The 
switch is placed nearby or at a remote location. 
Auditorium curtains may be operated from a 
single offstage switch. Schoolroom curtains may 
be opened by the teacher seated at her desk, bed- 
room drapes drawn from bedside. 

Cost, on special order basis to the trade, is 
about $40 for the light-duty, reversible motor and 
controls; $65 for the heavy-duty with controls. 
Price of 20 ft. of straight tubing, complete with 
carriers, coupling, adapters and brackets, would 
be approximately $2.35 per fet. 

Manufacturer: Bradley Rotor Traverse Co., Inc., 
92 Jewett Ave., Port Richmond, S. I., N. Y. 
(Continued on page 200) 


Stengih plus Moiwstire Barrier mitr 


Pittsburgh Steeltex for Stucco 


You get positive reinforcement with 
Pittsburgh Steeltex for Stucco through 
embedment of the welded wire fabric 
in the mix. The square mesh of gal- 
vanized, cold drawn steel wire pro- 
vides resistance to strain from any 
direction. In addition the double ply 
backing guards against moisture pene- 
tration and minimizes stucco cracking 
—protects the beauty of the finished 
job—reduces maintenance. 


Steeltex for Stucco is easily applied 
direct to studs or over wood sheathing 
in one operation. Steeltex is used to 
advantage both in new construction 
and the modernization of old struc- 
tures. For more information on how 
Pittsburgh Steeltex for Stucco can be 
used to give you strong reinforcing for 
economical construction write Dept. 
AF for bulletin DS 131 or see our 
catalog in Sweets. 


PITTSBURGH STEEL PRODUCTS COMPANY 


A Subsidiary of Pittsburgh Steel Company 
Pittsburgh 30, Pa. 


COMPACT UTILITY FURNACE has interchange- 
able drawer type burner assembly. 


For the small or moderate size home, Majestic’s 
Model UF-26 introduces some desirable features 
in automatic forced air heating equipment. Re- 
quiring less floor space than a refrigerator, this 
low priced unit has a bonnet rating of 100,000 
Btu. It may be used with either the conventional 
up-flow forced air heating systems or, by a 
simple blower adjustment, in the newer peri- 
meter type heating which calls for down-flow 


Platform 
in the 
Sky. eee ®e 


Isolated by its height, the 
promenade roof atop the 
towering new United Nations 
Secretariat Building will ap- 
pear to visitors like a verita- 
ble ‘‘platform in the sky.’’ And 
it will be a beautiful, endur- 
ing “‘platform’’ paved with— 


LUDOWICI promENADE TILE 


Installed on top of the regular roofing, 
this highly vitreous tile provides not 
only a strong protective surface, but an 


inviting and colorful floor as well. 


Ludowici Promenade Tile can convert 
any area on the roof or ground into an 
attractive promenade, court or terrace. 
Let us show you how it can add satisfy- 
ing beauty to your future plans for ter- 
raced areas. We'll gladly submit sam- 


ples and specifications on request. 


We also make all types of roofing tile. 
8b 


See our catalog in Sweet's File, a 


200 Architectural FORUM February 1950 


Lupowicl 
PROMENADE 


ee STANDARD ROOFING J 


SPECIFICATIONS 


Cross-section of typical roof showing 
method of promenade construction. 


LUDOWICI-CELADON CO. 


104 So. Michigan Ave., Chicago 3, Ill. 


New York 17, N.Y. & Washington 5, D.C. 


565 Fifth Avenue 740—15th Street, N.W. 


Cleveland, Ohio 
12728 Woodland 


circulation. Its drawer-like burner assembly per- 
mits easy installation of oil or gas burner, and 
allows for later conversion by merely changing 
the assembly. Manufactured ready to attach 
fuel and power lines and thermostat, the furnace 
retails at $297. Cold air return is available at 
either side or bottom. Ease of placement of the 
furnace is further facilitated by the location of 
the burner, smoke burner and smoke pipe on the 
front so that the unit may be set in a corner close 
to the wall. Other features are: channeled air 
circulating type of casing, suspended blower, 
large combustion chamber and oversize secondary 
héat transfer unit. 


Manufacturer: Majestic Co., Huntington, Ind. 


RADIANT BASEBOARD WITH SUSPENDED 
COILS is easily installed. 


By standardizing the basic parts in their new 
radiant baseboard, Kritzer has eliminated costly 
fittings and cut installation down to three simple 
steps. The system’s components are a steel back- 
plate, radiant coils, filler plates and interchange- 
able end posts. The installer first fastens the 
backplate against the wall on the finished floor 
level, using felt sealing strips to compensate for 
uneven surfaces and to prevent smudging above 
the baseboard from air currents. Then the coils, 
10 ft. sections of 2 x 5% in, aluminum fins 
bonded to two 3 in. center copper tubes, are sus- 
pended on hanging clips attached to the back- 
plate. This “floating” of the coils leaves room 
for circulation of cold air behind them and 
keeps the backplate cool, thus eliminating re- 


verse heat losses and insulation. As two sections 
of the coil are brought together, the end of one 
section is belled, the end of the other inserted 
and a solder ring melted between the two. A 
front coverplate is then hooked into notches in 
the bottom of the hangers and snapped into place. 
Cost to the installing contractor for this standard 
model, having a half backplate, is about $2.45 
per lin. ft. In the deluxe baseboard the fins are 
fused in front to form an integral coverplate 
with a striated surface. This model has a full 
backplate and transmits heat very efficiently, 
directly from the fins. Price of the unit, including 
optional ornamental grille, is about $3.35 per lin. 
ft. Both baseboard models may be painted to 
blend with room interior. Overall size for each 
is 214 in. deep x 9 in. high. 

Manufacturer: Kritzer Radiant Coils, Inc., 2901 
Lawrence Ave., Chicago, IIl. 

(Continued on page 202) 


When you specify the installation of a Viking Engi- 
neered Sprinkler System you specify two-way protection. 
On guard night and day, Viking Sprinkler Systems, like 
a crew of firemen, take immediate action to control and 
extinguish fire when it occurs. In addition, Viking sys- 
tems are completely self-supervisory — engineered so 
completely that even the factor of “human failure” is 
prevented from interfering in the protection the system 
gives from liability and loss due to fire. 

Viking’s unexcelled reputation as the developer of 


PIONEERS IN MODERN SPRINKLER PROTECTION 


The new Viking Flush Type Sprinkler Head which 
helps the architect preserve the lines of modern 
design was developed exclusively by Viking. It is 
ideal when a semi-invisible sprinkler head is de- 
sired to prevent the disturbance of clean, modern 
lines and surfaces. This, like all Viking equip- 
ment, is fully approved by Underwriters’ Labora- 
tories and Factory Mutual Laboratories. 


Protect from Fire Loss due te Human Faure 


new methods and the improver of old methods of fire 
control offers the last word in dependable, efficient pro- 
tection. Viking Sprinkler Systems also offer the tangible 
benefit of amortizing their initial cost quickly through 
reduced insurance rates. 

Viking engineers systems for all types of hazards and 
installations. A conveniently located engineer will work 
with you to survey requirements of the installation for 
your specifications without obligation. Write for free 
bulletin. 


OFFICES IN PRINCIPAL CITIES 


CORPORATION 


Pe 6.254. ¢ A Fae ey oe pee ed 
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“Unusually attractive colors 


make Amtico outstanding 


among rubber floors. . . 


SAYS 


aie 
a 


*Noted Architect 
AMTICO offers the architect 22 stock colors, many 


of them unique. Color matching and unusual sizes 
».on special orders, too. When you have a resilient 
flooring installation that requires the maximum 
in looks, easy maintenance, comfort, quiet, fire 
resistance and the ability to stand punishing traffic 
for a lifetime, specify AMTICO— product of spe- 
cialists in rubber flooring exclusively for 30 years. 


SAMPLES ON REQUEST 


A free box of 4'’ x 4'’ samples of Amtico 
in standard Yg'’ gauge and all 22 colors 
sent, with illustrated literature, on request. 


(Write Dept. AF-2) 


ofmilteo 


RUBBER FLOORING 


AMERICAN TILE & RUBBER COMPANY, TRENTON 2, N. J. 
In Canada: American Tile & Rubber Co., Ltd., Sherbrooke, Quebec 
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ELECTRIC HEATING CABLE for snow melting 
comes in ready-to-install kit. 


By melting channels through snow on roofs, 
Rockbestos’ electric heating wire allows water to 
drain away before it can form ice dams and 
cause damage. Lead sheathing 3/64 in. thick and 
plastic impregnated asbestos form protection for 
the 60 ft. heating element. A vinyl plastic plug is 
molded directly to the sheath. In installation, 
the cable is looped along the edge of the roof on 
top of the shingles and attached with special 
clamps provided in the De-icing Kit. The clamps 
slide up under the shingles and bend over the 
cable at the top of the loops. Only 14 in. in 
diameter, the lead covered wire detracts very 
little from the appearance of the roof. Each 


~ LB60 Roof De-icing Kit will protect from 18 to 


20 ft. of roof. It is rated at 460 watts and may be 
operated at 110-120 yv. Kits are obtainable 
through electrical supply and roofing dealers; 
they also may be purchased direct from the fac- 
tory at $9.85 each plus postage. 


Manufacturer: Rockbestos Products Corp., New 
Haven 4, Conn. 


SMALL ALUMINUM VENTILATORS prevent 
condensation, fungus growth. 


A well designed hole in the wall, the Midget 
louver forestalls deleterious effects of moisture on 
wood construction by allowing for proper ven- 
tilation. A built-in screen keeps out insects, de- 
flectors keep out rain. Designed to fit openings 
made by standard 1, 2, 214, 3 and 4 in. hole saws, 
the louvers are tapped into place. They are 
slotted and wedged for tight anchorage; no nails 
or screws are required. 
Installed appearance is 
neat, unobtrusive. The 
Midgets are ideal for 
structures affected by 
fungus, dry rot, destruc- 
tive insects or where 
paint is blistering from 
moisture. They may be 
set under flat or peaked 
roofs, over unexcavated areas, on interior walls 
of finished basements—wherever a controlled 
circulation of fresh air is desired, Prices range 
from $4 per dozen for the 1 in. louver to $10 per 
dozen for the 4 in. size. 


Manufacturer: Midget Louver Co., 8 Wall St., 
Norwalk, Conn. 


INSULATING ROLL BLANKET is inexpensive. 


An open faced roll of 114 in. thickness of glass 
fiber with attached vapor barrier, Flintkote’s 
Economy Roll Blanket provides effective insula- 
tion at a reasonable price. Sufficient material to 
protect a 1,000 sq. ft. area retails for about $43, 
thereby fitting adequate insulation into the bud- 
gets of low cost housing developments. 


Manufacturer: Flintkote Co., 30 Rockefeller 
Plaza, New York 20, N. Y. 


(Technical Literature, page 204) 


Mating heats better than Modine Convector 
Kdiation sme 


To find out why the new Modine Convector is the better way j Design and Mechanical Patents Pending 

to heat apartments, homes, schools, offices or hospitals, 2 

call your Modine Representative. He’s listed in the ‘“Where-to- Zi = 
Buy-it’”’ section of your phone book. Ask to i 

see a sample, or write direct. Modine Mfg. Co., 1507 ee 


Dekoven Avenue, Racine, Wisconsin. cm CONVECT ORS 


Send for New Modine Convector Catalog Today! 
Special 1-Pipe Steam Convector Bulletin Also Available. ‘ R-1048 
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for DEPENDABLE 
ECONOMICAL 


TWO-STOP ELECTRIC 


Fully Automatic 


Never overtravel 

Are completely 
factory.assembled 
and tested 


Operate automat- 
ically, safely with 
push-button con- 
trol and doors in- 
terlocked 


Require only mini- 
mum clearances 


Have an overload 
safety device for 
safe operation 


Cut costs with sim- 
plified motor and 
control equipment 


© 


Require no heavy 
load-bearing sup- 
ports, except at 
bottom 


@ 


Available 
in Standard 


Are easy to install 


@ 


COMPLETE SEDGWICK LINE 
MEETS EVERY REQUIREMENT 


In addition to the Sedgwick Roto-Waiter, Sedgwick 
also builds Multi-Stop Electric Traction Dumb Waiters 
for three or more landings—with a wide selection of 
specially engineered control equipment and signal 
systems to suit individual needs. Other Sedgwick Dumb 
Waiters—including both electrically and manually 
operated types—are likewise available in a wide range 
of sizes and capacities. Specify, too, Sedgwick Steel 
Dumb Waiter Doors for complete satisfaction, 


Write for Illustrated Booklet AF1 


eddeguoick MMCHIN WORKS 


88 Eighth Ave., New York 11,.N.Y. 


ELEVATORS - UUMB WAITERS * RESIDENCE ELEVATORS 
STAIR-TRAVELORS » ROTO-WAITERS » SIDEWALK ELEVATORS 
FREIGHT ELEVATORS * DUMB WAITER DOORS 


THE MAXIMUM IN SAFETY... 
THE ULTIMATE IN ECONOMY — SINCE 1893 
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CONDENSATION. Condensation Control in Dwell- 
ing Construction. Housing & Home Finance Agency, 
Office of the Administrator, Washington 25, D. C. 
73 pp. 6x 9 in. 20 cents. 


In exceptionally clear text and diagrammatic 


views, this pamphlet describes how condensation 
may be controlled by means of vapor barriers and 
proper ventilation. Because in many instances 
thermal treatment and vapor barriers are used 
in combination, the subject of good insulation 
practices is also explored. Illustrations are based 
on many years of observation and studies by the 
Forest Products Laboratory and the Housing & 
Home Finance Agency. A brief glossary of con- 
densation and housing terms makes this book in- 
formative and practical for the layman as well as 
the professional. 


HEATING. Radiant Heating (Second Edition) by 
T. Napier Adlam. The Industrial Press, 148 Lafay- 
ette St., New York 13, N. Y. 504 pp. 6 x 9 in. $6. 


An expansion of the 1947 volume, this edition 
includes recent improvements in radiant heating. 
Material added to the chapter on ceiling panels 
now covers forced warm air panels and enclosed 
convector panels. The chapter dealing with walls, 
metal panels and electrical conductors includes 
developments in electrical rubber panels, portable 
electric screens and radiant glass panels as well 
as instructions for embedding electrical conduc- 
tors in the ceiling and wall plaster to form heat- 
ing panels. Research on the physiological aspects 
of heated floors and data on chicken brooder 
houses are covered in the floor panel section. 
Because of growing interest, the author’s treat- 


ment of snow melting now includes practical de- 


tails on planning such systems for anything from 
a footpath to an airplane runway. Radiant cool- 
ing—whereby chilled walls absorb excess body 
heat—is also explained and illustrated, Empha- 
sis throughout the book is on solving actual heat- 
ing problems rather than on complex physics. 
Charts and data simplify the step-by-step proce- 
dure in radiant panel design. The heating engi- 
neer, the contractor and the student all will find 
the book intelligible and worthwhile. 


HEAT CONVECTORS. Fast Heating Action with 
National Art Convectors. Catalogue No. 555. Na- 
tional Radiator Co., Johnstown, Pa. 15 pp. 8 x 
11 in. 


Details concerning the construction, installation 
and operation of the manufacturer’s convectors 
are assembled in this booklet. The copper tube- 
aluminum fin-cast iron header heating element 
and the reinforced sheet steel enclosures for free 
standing, semi-recessed or wall-hung convector 
installations-are described completely. Dampers 
and air chambers available for use with these 
nonferrous convectors are pictured and their ad- 
vantages outlined. Of interest to architects. 
builders and heating contractors are the rough- 
ing-in charts, steam and hot water ratings, order- 
ing instructions, and sizing methods. 


(Continued on page 206) 
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PUBLIC 
PLACES 


» 
CABOT’S 
STAIN WAX 


In stores, restaurants and 
office buildings, Cabot’s Stain 
Wax gives an attractive, durable 
finish for plywood paneling, 
woodwork, molding and _ trim. 
Inexpensive to apply ... wear- 
resistant ... easy to keep clean 
and maintain. 

Cabot’s Stain Wax produces 
the rich color of an interior stain 
plusthe soft lustre of a wax finish 
— all in one application. Keeps 
interior decoration costs low. 

Complete range of colors, 
including White, Silver Gray, 
Ivory and other unusual blond 


shades. 


WRITE TODAY for color 


card and complete information. 


Samuel Cabot, Inc. 


223 Oliver Building 
Boston 9, Massachusetts 


Revolutionary New Low Cost Way 
of Providing Warm Floors by Radiant Heat 
plus Circulated Warm Air 
with the New } 
Oil and Gas Furnaces 


Originators of radial and radiant perimeter heating, 
International engineers have now developed new-low cost 
furnaces for oil as well as gas to provide what the building 


industry has been seeking! Heat that is delivered into the 


fioors provides warm floors, with a blanket of heat at out- 


side walls. Closest floor to ceiling uniformity. Minimum ducting SMITH-HILL HOMES, Park - Ridge, _ Ill. 

Prize-winning community. ‘Pleasant heating 
uniformity and low cost operation. Inter- 
national R 9 furnace aids in selling houses”. 


and installation expense. Low cost operation. Exclusive 


ARGS 


patented spring-suspension provides absolute quietness of 
operation. Compactly engineered; requires less than four 


square feet of floor space. Heats up to 8 rooms. 


Home builders throughout the nation are finding the 


terrific sales advantage of furnishing this amazing new 


method of heating, which saves them money! 


PLACE & CO., South Bend, Ind. August 
Smith-Hill, Chicago; Place & Co., South Bend; General Architectural Forum” feature. “Low cost 
heating installation with even distribution 
of heat. International M 7 helps sell houses’’. 


Industries, Fort Wayne; Cottage Homes of Norfolk; Midwest 


Housing, Janesville, Wisconsin;and New Century Homes, Clinton, Indiana are just a few of 


the nationally known builders who have adopted this International equipment for their houses. 


Whether you are planning one — or a thousand or more homes — these new furnaces 


are designed to solve your heating problem. 


Fill out and mail coupon for complete brochure on how the above and other national 
GENERAL INDUSTRIES, Ft. Wayne, Ind. 


builders are helping to sell their homes this new way! February “Living” magazine featured article. 
Sensational heating with floor-to-ceiling 


uniformity of temperature”. 


SEE THE new Gnlernalional FURNACES AT THE NAHB SHOWeHOTEL STEVENS, CHICAGO! 


I To Furnace Division 
| INTERNATIONAL OIL BURNER CO. 
3828 Park Ave., St. Louis 10, Mo. 
| Send your brochure showing how nationally known builders are solving their heating problems at low cost 
I with International equipment. 


| ie ! am enclosing plans and specifications. Please submit estimate for cost of complete installation in my homes. 
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a sofa to the left... 


a sofa to the right... 


and a ‘‘Public Room Lawson’”’ — 


all admirably simple and 
exceptionally useful. 


MODERN INTERIORS — Send 25 cents for 
this profusely illustrated booklet packed 
with modern decorating ideas. 


DUNBAR FURNITURE MANUFACTURING CO. © BERNE, INDIANA 


CHICAGO: 1638 Merchandise Mart 
BOSTON: 203 Clarendon Street 
KANSAS CITY: 212 Merchandise Mart 
NEW YORK: 227 East 56 Street 
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CHIMNEYS. Performance of Masonry Chimneys 
for Houses. Technical Paper No. 13. Housing & 
Home Finance Agency, Office of the Administrator, 
Washington 25, D. C. 46 pp. 8! x 11 in. 


Better residential chimneys are sorely needed to 
keep pace with improvements in house heating 
equipment. Based on research data compiled by 
the Housing & Home Finance Agency and the 
National Bureau of Standards, the paper presents 
some eye-opening facts on present practice in 
masonry chimney design and construction and 
recommends essential improvements for safety as 
well as efficiency. The scope of the study covers: 
1) temperatures to which a chimney may be sub- 
jected in normal operation and still function 
properly as a draft producer; 2) above-normal 
temperatures, and the chimney as a fire hazard; 
3) condensation within the flue because of low 
flue gas temperatures. Test results include chim- 
ney capacities in terms of flue gas volume and 
velocity, effect of heat on the chimney structures, 
and time lag in heating up and cooling off. 


AIR DIFFUSION. A Multi-vent Story. Bulletin 
395. Pyle National Co., Multi-Vent Div., 1334 N. 


Kostner Ave., Chicago 51, Ill. 6 pp. 8 x 11 in. 


The folder explains the use of Multi-Vent ceil- 
ing panels—engineered for air diffusion in heat- 
ing, ventilating and air-conditioning systems—in 
large office areas, stores, auditoriums, etc. It por- 
trays photographically how these panels, con- 
cealed behind metal acoustical ceilings, handle 
both supply and return air without perceptible 
outlets. In addition to eliminating protruding 
outlet fixtures and grilles, advantages claimed 
for this low velocity system are uniformity of tem- 
perature and absence of strong air streams. A 
picture of an office shows how a perforated acous- 
tical ceiling may be combined with plaster light 
coves for an effective interior design. 


CEILINGS. Application of the Smooth Ceilings 
System of Flat Slab Construction. Smooth Ceilings 
Systems, 802 Metropolitan Life Bldg., Minneapolis, 
Minn. 8pp. 8’%x 11in. 


After a brief description of steel grillages fabri- 
cated for use with reinforced concrete, structural 
steel, steel, or cast iron pipe construction, the 
brochure illustrates several actual applications of 
the system in school, office and apartment build- 
ings. Replacing the usual flared column caps 
these grillages are said to lower construction costs 
by reducing cement form work and story heights 
and by simplifying equipment installation. The 
bulletin also gives results of load tests on slabs. 


FLOORING. Rulon Industrial Floorings and Acid- 
proof Construction. Ralph V. Rulon, Inc., 3900 N. 
Second St., Philadelphia 40, Pa. 8 pp. 8x 11. 


The acid resisting, waterproof, slipproof and long 
wearing qualities of asphalt mastic industrial 
flooring are described in this brochure. This 
durable flooring, adaptable to most industrial 
purposes, is pictured and specifications given for 
its installation. (Continued on page 208) 
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For Lawns of 
Outstanding Beauty 


SPECIFY 


Sil 


TM REG 


LAWN CARE 
PRODUCTS 


Since 1870 Scotts Seed has 
earned a reputation for quality, 
and today over a million beau- 
tiful, weedfree lawns from 
Maine to California owe their 
sparkle and clean velvety tex- 
ture to Scotts Lawn Care Prod- 
ucts. Assure your clients equally 
outstanding lawns, easier and 
at less cost, by recommending 
Scotts Lawn Seed and Turf 
Builder . . . use it on your lawn 
too, along with Weed & Feed, 
Pest Control ...a Scotts 
Spreader is handy for quick, 
even application. For lawns 
everyone admires, always 
specify Scotts Lawn Care Prod- 
ucts. 


FREE Lawn Care BULLETINS 


to help you with all lawn building and 
seasonal maintenance problems. Write 
today for your FREE two year sub- 
scription. Our Soil and Turf research 
technicians are also at your disposal. No 
obligation of course. 


O M Seo’ & SONS CO 


32 Spring St, Marysville, Ohio 
Also Palo Alto, California 
ipa Rae span Sener ei 


“Scotts”, ‘Lawn Care” and “Turf Builder” 
are registered trade-marks of O M Scott & 
SONS CO 


Tee truck ter- 
minals in Mem- 
phis. Hulsey and 
Hall, architects; 
H. B. Hunter, 
structural 


engineer. 


Upper photo: 
Office and 
warehouse, 
Kimbel Lines; 
Building 
Constructors, 
Inc., contractor. 
@ 
Lower photo: 
Office and 
maintenance 
shops of Dealers 
Transport Com- 


pany. .B. E. 
Buffaloe, 
contractor, 


rchitectural Concrete 


Adds Distinction to Commercial Structures 


The two truck terminals illustrated above are 
excellent examples of the distinction and beauty 
of modern architectural concrete when used in 
commercial structures. These buildings demon- 
strate the individuality and versatility that is pos- 
sible with architectural concrete. 


Architectural concrete also meets every other 
essential structural requirement. It’s firesafe. Its 
maintenance cost is low. It has long life. This 
results in dependable service and low annual cost. 


When architects apply the time-tested princi- 
ples of quality concrete construction, they can 
design architectural concrete buildings with every 
assurance of lasting satisfaction to client and 
designer alike. 


Architectural concrete is the ideal construc- 
tion material for buildings of any kind, size or 
style. Schools, hospitals, apartments, factories or 
office buildings can be imposing as well as func- 


; ; Z i Writ day for free, il - - 
tional when designed in architectural concrete. rite today for free, illustrated 70-page book 


let, ‘“Design and Control of Concrete Mixtures.” This 


Architectural concrete has great strength and 
durability, yet can be molded economically into 
delicate ornamentation of any period or design. 


manual will be especially helpful in obtaining 
quality concrete structures. Distribution is made 
only in the United States and Canada. 


PORTLAND CEMENT ASSOCIATION 


WEPT. 2-7, 33 WEST GRAND AVENUE? CHICAGO. .10, [LLIN OTS 
A national organization to improve and extend the uses of portland cement and concrete through scientific research and enginecring field work 
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POrex slabs are used for 


floors, roofs and acoustical purposes. 
They are especially recommended for fur- 
ring and insulating walls. They save so 
much fuel that the reduced heating plant 
cost will practically pay for their installa- 
tion. After this the fuel bill is reduced by 


one third or more. 


POrex has the following distinguishing features: 
@ Lightweight — 28 Ibs. per cu. ft. 

@ Practically Incombustible 

®@ Moisture Proof \ 

@ Frost Proof 


®@ Good Heat Insulation 


POrex slabs are made in sizes 24" wide x 


96” long x 1", 1%”, 3” and 4”. 


ORETE MF6.CO. 


N. ARLINGTON, NEW JERSEY 
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SHELLAC. Standard Specifications for the Refer- 
ence of Architects on the Use and Application of 
Shellac. Shellac Information Bureau, 65 Pine St., 
New York, N. Y. 12 pp. 92 x 11 in. 


That long used and abused finish, shellac, is 
described here from a practica] architectural 
viewpoint. General specifications for its mixture 
and application are based on information ob- 
tained from craftsmen, and research tests con- 
ducted by consultant chemists. Proper finishing 
of floors and woodwork with shellac, and use of 
this versatile coating as a wall primer are also 
explained concisely. 


FASTENERS. Handbook on Fastening Specialties. 
South Chester Corp., Finance Bldg., Philadelphia 2, 
Pa. 28 pp. 8x 11in. 


The manual features full descriptive data on the 
manufacturer’s broad range of rivets, anchor nuts, 
screw type fasteners and door retaining springs. 
Many of the various fasteners are illustrated in 
numerous applications, attaching metal to metal, 
and metal to plywood or ply metal. 


INSULATION. Fiberglas Thermal Insulation. 


Owens-Corning Fiberglas Corp., Toledo 1, Ohio. 16 
pp. 8% x 11 in. 


All forms of Fiberglas thermal insulations—from 
wool and board to membrane fabric—for indus- 
trial and building applications are described 
fully in this booklet. Data on thermal conduc- 
tivity and sound absorption properties are covered 
and numerous photographs illustrate the text. 


WINDOWS AND DOORS. Lupton Metal Windows 
and Doors, 1950 Catalogue. Michael Flynn Mfg. Co., 


700 E. Godfrey Ave., Philadelphia 24, Pa. 33 pp. 
8% x 11 in. 


Incorporated in the Lupton catalogue are speci- 
fications and illustrations of the manufacturer’s 
steel and aluminum windows and doors for com- 
mercial and home construction. Residential units 
include casement doors and windows, pivoted and 
projected windows, basement and utility windows. 
Pictured for industry are pivoted and projected 
windows, security windows, doors, continuous 
windows, and mechanical operators. Screens, 
and picture window frames are also described. 


WINDOWS, Quality Approved Aluminum Windows. 
Aluminum Window Manufacturers Assn., 209 Cedar 
Ave., Takoma Park, Washington 12, D. C. 16 pp. 
8Yo x 11. 


Revised specifications covering double hung, case- 
ment and projected aluminum windows are pre- 
sented in this booklet. The standards and testing 
procedures were established by the Aluminum 
Window Manufacturers Assn., together with the 
Pittsburgh Testing Laboratory, and include qual- 
ity of materials, construction, strength of sections 
and minimum air infiltration. Members of the 
association and any other window manufacturers 
whose products meet these minimum require- 
ments qualify for their “Quality Approved” seal. 
(Continued on page 210) 


37 % of all 
VACUUM 
CLEANERS 
bought in the 
U. S. in six months 


were bought by 
LIFE families 


LIFE 


(From a study by the Market Research 
Company of America) 


